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Preface 





Basic epidemiology was originally written with a view to strengthening education, 
training and research in the field of public health. Since the book was published in 
1993, more than 50 000 copies have been printed, and it has been translated into 
more than 25 languages. A list of these languages and contact addresses of local 
publishers is available on request from WHO Press, World Health Organization, 1211 
Geneva 27, Switzerland. 

Basic epidemiology starts with a definition of epidemiology, introduces the his- 
tory of modern epidemiology, and provides examples of the uses and applications of 
epidemiology. Measurement of exposure and disease are covered in Chapter 2 and a 
summary of the different types of study designs and their strengths and limitations 
is provided in Chapter 3. An introduction to statistical methods in Chapter 4 sets the 
scene for understanding basic concepts and available tools for analysing data and 
evaluating the impact of interventions. A fundamental task of epidemiologists is 
to understand the process of making causal judgements, and this is covered in 
Chapter 5. The applications of epidemiology to broad areas of public health are cov- 
ered in the following chapters: chronic noncommunicable disease (Chapter 6), 
communicable disease (Chapter 7), clinical epidemiology (Chapter 8) and environ- 
mental, occupational and injury epidemiology (Chapter 9); the process of health 
planning is outlined in Chapter 10. The final chapter, Chapter | |, introduces the steps 
that new epidemiologists can take to further their education and provides links to a 
number of current courses in epidemiology and public health. 

As with the first edition of Basic epidemiology, examples are drawn from different 
countries to illustrate various epidemiological concepts. These are by no means ex- 
haustive or comprehensive and we encourage students and teachers to seek locally 
relevant examples. Each chapter starts with a few key messages and ends with a series 
of short questions (answers are provided) to stimulate discussion and review progress. 

The authors gratefully acknowledge contributions to the first edition from 
John Last and Anthony McMichael. Martha Anker wrote Chapter 4 for the first 
edition. In the second edition, Chapter 4 was written by Professor O. Dale Williams. 
A version of the course material upon which this chapter is based is available at 
http://statcourse.dopm.uab.edu. A number of corrections to the equations in 
Chapter 4 have been included in the second printing of this edition. 

In addition, the authors would like to thank the following people for their 
contributions to the second edition: Michael Baker, Diarmid Campbell-Lendrum, 
Carlos Corvalen, Bob Cummings, Tevfik Dorak, Olivier Dupperex, Fiona Gore, Alec 
Irwin, Rodney Jackson, Mary Kay Kindhauser, Doris Ma Fat, Colin Mathers, Hoomen 
Momen, Neal Pearce, Rudolpho Saracci, Abha Saxena, Kate Strong, Kwok-Cho Tang, 
José Tapia and Hanna Tolonen. Laragh Gollogly was managing editor, and graphic 
design was done by Sophie Guetanah-Aguettants and Christophe Grangier. 

The International Programme on Chemical Safety (a joint programme of the 
United Nations Environment Programme, the International Labour Organization, and 
the World Health Organization), the Swedish International Development Authority 
(SIDA) and the Swedish Agency for Research Cooperation with Developing Countries 
(SAREC) all supported the original development of this book. 
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Introduction 


The essential role of epidemiology is to improve the health of populations. This text- 
book provides an introduction to the basic principles and methods of epidemiology. 
It is intended for a wide audience, and to be used as training material for professionals 
in the health and environment fields. 


The purpose of this book is to: 


e explain the principles of disease causation with particular emphasis on modifiable 
environmental factors, including environmentally-determined behaviours, 

e encourage the application of epidemiology to the prevention of disease and the 
promotion of health, 

e prepare members of the health-related professions for the need for health services 
to address all aspects of the health of populations, and to ensure that health re- 
sources are used to the best possible effect, and 

e encourage good clinical practice by introducing the concepts of clinical 
epidemiology. 


At the end of the course the student should be able to demonstrate knowledge of: 


e the nature and uses of epidemiology 

e the epidemiological approach to defining and measuring the occurrence of health- 
related states in populations 

e the strengths and limitations of epidemiological study designs 

e the epidemiological approach to causation 

e the contribution of epidemiology to the prevention of disease, the promotion of 
health and the development of health policy 

e the contribution of epidemiology to good clinical practice and 

e the role of epidemiology in evaluating the effectiveness and efficiency of health 
care. 


In addition, the student will be expected to have gained a variety of skills, including 
an ability to: 


e describe the common causes of death, disease and disability in her or his 
community 

e outline appropriate study designs to answer specific questions concerning disease 
causation, natural history, prognosis, prevention, and the evaluation of therapy 
and other interventions to prevent and control disease. 





Chapter 1 


What is epidemiology? 


Key messages 


e Epidemiology is a fundamental science of public health. 

e Epidemiology has made major contributions to improving population health. 

e Epidemiology is essential to the process of identifying and mapping emerging 
diseases. 

e There is often a frustrating delay between acquiring epidemiological evidence 
and applying this evidence to health policy. 


The historical context 
Origins 


Epidemiology originates from Hippocrates’ observation more than 2000 years ago that 
environmental factors influence the occurrence of disease. However, it was not until 
the nineteenth century that the distribution of disease in specific human population 
groups was measured to any large extent. This work marked not only the formal 
beginnings of epidemiology but also some of its most spectacular achievements.! The 
finding by John Snow (Box 1.1) that the risk of cholera in London was related to the 
drinking of water supplied by a particular company provides a well-known example; 
the map (see Figure 4.1) highlights the clustering of cases. Snow’s epidemiological 
studies were one aspect of a wide-ranging series of investigations that examined 
related physical, chemical, biological, sociological and political processes.? 

Comparing rates of disease in subgroups of the human population became com- 
mon practice in the late nineteenth and early twentieth centuries. This approach was 
initially applied to the control of communicable diseases (see Chapter 7), but proved 
to be a useful way of linking environmental conditions or agents to specific diseases. 
In the second half of the twentieth century, these methods were applied to chronic 
noncommunicable diseases such as heart disease and cancer, especially in middle- 
and high-income countries. 


Recent developments in epidemiology 


Epidemiology in its modern form is a relatively new discipline! and uses quantitative 
methods to study diseases in human populations to inform prevention and control 
efforts. For example, Richard Doll and Andrew Hill studied the relationship between 
tobacco use and lung cancer, beginning in the |950s.4 Their work was preceded by 
experimental studies on the carcinogenicity of tobacco tars and by clinical observa- 
tions linking tobacco use and other possible factors to lung cancer. By using long- 
term cohort studies, they were able to establish the association between smoking 
and lung cancer (Figure 1.1). 





2 Chapter 1 





Box 1.1. Early epidemiological observation 


John Snow located the home of each person who died from cholera in London during 
1848-49 and 1853-54, and noted an apparent association between the source of drinking- 
water and the deaths.? He compared cholera deaths in districts with different water supplies 
(Table |.1) and showed that both the number of deaths and the rate of deaths were higher 
among people supplied water by the Southwark company. On the basis of his meticulous 
research, Snow constructed a theory about the communication of infectious diseases and 
suggested that cholera was spread by contaminated water. He was able to encourage 


improvements in the water supply long before the discovery of the organism responsible 
for cholera; his research had a direct and far-reaching impact on public policy. 

Snow’s work reminds us that public health measures, such as the improvement of 
water supplies and sanitation, have made enormous contributions to the health of popu- 
lations, and that in many cases since 1850, epidemiological studies have identified the 
appropriate measures to take. It is noteworthy, however, that outbreaks of cholera are still 
frequent among poor populations, especially in developing countries. In 2006, Angola 
reported 40 000 cholera cases and 1600 deaths; Sudan reported 13 852 cases resulting in 
516 deaths in the first few months of the year. 





The British doctors’ cohort has also shown a progressive decrease in death rates 
among non-smokers over subsequent decades. Male doctors born between 1900- 
1930 who smoked cigarettes died, on average, about 10 years younger than lifelong 
non-smokers? (Figure 1.2). 

Smoking is a particularly clear-cut case, but for most 
diseases, several factors contribute to causation. Some 





Table 1.1. Deaths from cholera in districts of London 


supplied by two water companies,’ 8 July to 26 
August 1854 








factors are essential for the development of a disease and 
some increase the risk of developing disease. New epi- 
demiological methods were needed to analyse these rela- 
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become important in all countries with the emergence of 
new communicable diseases such as severe acute respira- 
tory syndrome (SARS), bovine spongiform en- 


cephalopathy (BSE), and pandemic influenza. Epidemiology has evolved considerably 
over the past 50 years and the major challenge now is to explore and act upon the 
social determinants of health and disease, most of which lie outside the health 


sector.°® 


Definition, scope, and uses of epidemiology 


Definition 


Epidemiology as defined by Last? is “the study of the distribution and determinants 
of health-related states or events in specified populations, and the application of this 
study to the prevention and control of health problems” (see Box 1.2). Epidemiolo- 
gists are concerned not only with death, illness and disability, but also with more 
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Figure 1.1. Death rates from lung cancer (per 1000) by number of cigarettes 
smoked,’ British male doctors, 1951-1961 
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positive health states and, most importantly, with the means to improve health. The 
term “disease” encompasses all unfavourable health changes, including injuries and 
mental health. 


Scope 


A focus of an epidemiological study is the population defined in geographical or other 
terms; for example, a specific group of hospital patients or factory workers could be 
the unit of study. A common population used in epidemiology is one selected from 
a specific area or country at a specific time. This forms the base for defining subgroups 





Figure 1.2. Survival from age 35 for continuing cigarette smokers and lifelong non- 
smokers among British male doctors born 1900-1930 with percentages alive at each 
decade® 
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with respect to sex, age group or ethnicity. The structures of populations vary between 
geographical areas and time periods. Epidemiological analyses must take such 
variation into account. 





Box 1.2. Definition of epidemiology? 


The word “epidemiology” is derived from the Greek words: ep/“upon”, demos “people” and /ogos “study”. 
This broad definition of epidemiology can be further elaborated as follows: 





Term Explanation 





Study includes: surveillance, observation, hypothesis testing, analytic research 
and experiments. 


Distribution refers to analysis of: times, persons, places and classes of people affected. 


Determinants include factors that influence health: biological, chemical, physical, social, 
cultural, economic, genetic and behavioural. 


Health-related states and events refer to: diseases, causes of death, behaviours such as use of tobacco, 
positive health states, reactions to preventive regimes and provision and 
use of health services. 


Specified populations include those with identifiable characteristics, such as occupational groups. 
Application to prevention and control the aims of public health—to promote, protect, and restore health. 





Epidemiology and public health 


Public health, broadly speaking, refers to collective actions to improve population 
health.' Epidemiology, one of the tools for improving public health, is used in several 
ways (Figures 1.3-1.6). Early studies in epidemiology were concerned with the causes 
(etiology) of communicable diseases, and such work continues to be essential since 
it can lead to the identification of preventive methods. In this sense, epidemiology is 
a basic medical science with the goal of improving the health of populations, and 
especially the health of the disadvantaged. 


Causation of disease 


Although some diseases are caused solely by genetic factors, most result from an 
interaction between genetic and environmental factors. Diabetes, for example, has 
both genetic and environmental components. We define environment broadly to 
include any biological, chemical, physical, psychological, economic or cultural factors 

that can affect health (see Chapter 9). Personal behaviours 





Figure 1.3. Causation affect this interplay, and epidemiology is used to study 
Genetic factors their influence and the effects of preventive interventions 
| through health promotion (Figure 1.3). 














Good health pf e | Natural history of disease 


Environmental factors Epidemiology is also concerned with the course and out- 
(including behaviours) come (natural history) of diseases in individuals and 
groups (Figure 1.4). 
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Figure 1.4. Natural history 
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Health status of populations 


Epidemiology is often used to describe the health status of population groups 
(Figure 1.5). Knowledge of the disease burden in populations is essential for health 
authorities, who seek to use limited resources to the best possible effect by identifying 
priority health programmes for prevention and care. In some specialist areas, such as 
environmental and occupational epidemiology, the emphasis is on studies of popu- 
lations with particular types of environmental exposure. 





Figure 1.5. Describing the health status of populations 
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Evaluating interventions 


Archie Cochrane convinced epidemiologists to evaluate the effectiveness and effi- 
ciency of health services (Figure |.6).'° This means determining things such as the 
appropriate length of stay in hospital for specific conditions, the value of treating high 
blood pressure, the efficiency of sanitation measures to control diarrhoeal diseases 
and the impact of reducing lead additives in petrol (see Chapter 10). 





Figure 1.6. Evaluating interventions 
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Applying epidemiological principles and methods to problems encountered in 
the practice of medicine has led to the development of clinical epidemiology 
(see Chapter 8). Similarly, epidemiology has expanded into other fields such as phar- 
macoepidemiology, molecular epidemiology, and genetic epidemiology (Box 1.3).!! 





Box 1.3. Molecular and genetic epidemiology 


Molecular epidemiology measures exposure to specific substances and early biological 
response, by: 

e evaluating host characteristics mediating response to external agents, and 

e using biochemical markers of a specific effect to refine disease categories. 


Genetic epidemiology deals with the etiology, distribution, and control of disease in groups 
of relatives, and with inherited causes of disease in populations. 
Genetic epidemiological research in family or population studies aims to establish: 


e a genetic component to the disorder, 

e the relative size of that genetic effect in relation to other sources of variation in disease 
risk, and 

e the responsible gene(s). 


Public health genetics include: 


e population screening programs, 
e organizing and evaluating services for patients with genetic disorders, and 
e the impact of genetics on medical practice. 





Achievements in epidemiology 


Smallpox 


The elimination of smallpox contributed greatly to the health and well-being of mil- 
lions of people, particularly in many of the poorest populations. Smallpox illustrates 
both the achievements and frustrations of modern public health. In the 1790s it was 
shown that cowpox infection conferred protection against the smallpox virus, yet it 
took almost 200 years for the benefits of this discovery to be accepted and applied 
throughout the world. 

An intensive campaign to eliminate smallpox was coordinated over many years 
by the World Health Organization (WHO). An understanding of the epidemiology 
of smallpox was central to its eradication, in particular, by: 


e providing information about the distribution of cases and the model, mecha- 
nisms and levels of transmission; 

e mapping outbreaks of the disease: 

e evaluating control measures (Box 1.4). 


The fact that there was no animal host was of critical importance together with the 
low average number of secondary cases infected by a primary case. 
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When a ten-year eradication programme was pro- 
posed by WHO in 1967, 10-15 million new cases and 2 


million deaths were occurring annually in 31 countries. Epidemiological methods were used to establish the fol- 
lowing features of smallpox: 


Box 1.4. Epidemiological features of smallpox’? 


The number of countries reporting cases decreased rapidly 
in the period 1967-76; by 1976 smallpox was reported 
from only two countries, and the last naturally-occurring 
case of smallpox was reported in 1977 in a woman who 


e there are no non-human hosts, 

there are no subclinical carriers, 

e recovered patients are immune and cannot trans- 
mit the infection, 


had been exposed to the virus in a laboratory. Smallpox e naturally-occurring smallpox does not spread as 

was declared to be eradicated on 8 May 1980." rapidly as other infectious diseases such as 
Several factors contributed to the success of the pro- measles or pertussis, 

gramme: universal political commitment, a definite goal, e transmission is generally via long-lasting human- 


a precise timetable, well-trained staff and a flexible strat- to-human contact, and 

egy. Furthermore, the disease had many features that made ° most oa bedridden when they become 
its elimination possible and an effective heat-stable vac- RENA ie S AEETIS 

cine was available. In 1979, WHO maintained a stockpile 

of smallpox vaccines sufficient to vaccinate 200 million 

people. This stockpile was subsequently reduced to 2.5 million doses, but given 

renewed concern about smallpox being used as a biological weapon, WHO continues 

to maintain and ensure adequate vaccine stocks. '4 





Methyl mercury poisoning 


Box 1.5. Minamata disease 


Mercury was known to be a hazardous substance in the Epidemiology played a crucial role in identifying the 
Middle Ages, but has recently become a symbol of the cause and in the control of what was one of the first 
dangers of environmental pollution. In the 1950s, mercury jepoted epidemics:ót disedsE caused by environmental 
; ` f , pollution. The first cases were thought to be infectious 

compounds were released with the water discharged from meningitis. However, it was observed that 121 patients 
a factory in Minamata, Japan, into a small bay (Box 1.5). with the disease mostly resided close to Minamata Bay. 
This led to the accumulation of methyl mercury in fish, A survey of affected and unaffected people showed that 
causing severe poisoning in people who ate them. '5 the victims were almost exclusively members of families 
This was the first known outbreak of methyl mercury whose main occupation was fishing and whose-diet 


isoning involving fish. and i k | f consisted mainly of fish. On the other hand, people vis- 
poisoning involving tish, and it took several years of re- iting these families and family members who ate small 


search before the exact cause was identified. Minamata amounts of fish did not suffer from the disease. It was 
disease has become one of the best-documented environ- therefore concluded that something in the fish had 
mental diseases. A second outbreak occurred in the 1960s caused the poisoning and that the disease was not com- 


municable or genetically determined.'° 





in another part of Japan. Less severe poisoning from 
methyl mercury in fish has since been reported from 
several other countries.'>:'® 


Rheumatic fever and rheumatic heart disease 


Rheumatic fever and rheumatic heart disease are associated with poverty, and in 
particular, with poor housing and overcrowding, both of which favour the spread of 
streptococcal upper respiratory tract infections. In many affluent countries, the decline 
in rheumatic fever started at the beginning of the twentieth century, long before the 
introduction of effective drugs such as sulfonamides and penicillin (Figure 1.7). Today 
the disease has almost disappeared from most high-income countries although 
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Figure 1.7. Reported rheumatic fever in Denmark, 1862-1962" 
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pockets of relatively high incidence still exist among socially and economically dis- 
advantaged populations within these countries. 

Epidemiological studies have highlighted the role of social and economic factors 
that contribute to outbreaks of rheumatic fever and to the spread of streptococcal 
throat infection. Clearly, the causation of these diseases is multifactorial and more 
complex than that of methyl mercury poisoning, for which there is only one specific 
causal factor. 


lodine deficiency diseases 


lodine deficiency, which occurs commonly in certain mountainous regions, causes 
loss of physical and mental energy associated with inadequate production of the 
iodine-containing thyroid hormone.'® Goitre and cretinism were first described in 
detail some 400 years ago, but it was not until the twentieth century that sufficient 
knowledge was acquired to permit effective prevention and control. In 1915, endemic 
goitre was named as the easiest known disease to prevent, and use of iodized salt for 
goitre control was proposed the same year in Switzerland.'* The first large-scale trials 
with iodine were done shortly afterwards in Ohio, USA, on 5000 girls aged between 
II and 18 years. The prophylactic and therapeutic effects were impressive and iodized 
salt was introduced on a community scale in many countries in 1924. 

The use of iodized salt is effective because salt is used by all classes of society 
at roughly the same level throughout the year. Success depends on the effective 
production and distribution of the salt and requires legislative enforcement, quality 
control and public awareness (Box 1.6). 
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Tobacco use, asbestos and lung cancer 


Lung cancer used to be rare, but since the 1930s, there has 
been a dramatic increase in the occurrence of the disease, 
initially in men. It is now clear that the main cause of 
increasing lung cancer death rates is tobacco use. The first 
epidemiological studies linking lung cancer and smoking 
were published in 1950; five case-control studies reported 
that tobacco use was associated with lung cancer in men. 
The strength of the association in the British doctors’ 


Box 1.6. lodine deficiency 


Epidemiologists have helped to solve the iodine defi- 
ciency problem; there are effective measures of mass 
prevention, and ways to monitor iodization pro- 
grammes. Nevertheless, there have been unnecessary 
delays in using this knowledge to reduce suffering 


among the millions of people in those developing coun- 
tries where iodine deficiency is still endemic; approxi- 


mately one-third of the world's school-age children have 
less than optimal iodine intake.!? Significant progress 
has been made in the last decade with almost 70% of 
households having access to iodized salt compared with 
20-30% in 1990.7° 


study (Figure 1.1) should have been sufficient to evoke a 
strong and immediate response, particularly as other stud- 
ies confirmed this association in a wide variety of popu- 
lations. Had the methods for calculating and interpreting 
odds ratios been available at the time, the British study 
referred to in Figure 1.1 would have reported a relative risk 
of 14 in cigarette smokers compared with never-smokers, 
too high to be dismissed as bias.7! 

However, other exposures, such as to asbestos dust 
and urban air pollution also contribute to the increased 
lung cancer burden. Moreover, the combined effect of 
smoking and exposure to asbestos is multiplicative, cre- 
ating exceedingly high lung cancer rates for workers who 
both smoke and are exposed to asbestos dust 





Table 1.2. Age-standardized lung cancer death rates 
(per 100 000 population) in relation to tobacco use 
and occupational exposure to asbestos dust”? 





Exposure to History of Lung cancer death 





asbestos tobacco use rate per 100 000 
(Table 1.2). 
e ‘ . : : ae No No 11 
Epidemiological studies can provide quantitative = ic >A 
measurements of the contribution to disease causation of 
. . D ; No Yes 123 
different environmental factors. Causation is discussed in Yes Yēs 602 





more detail in Chapter 5. 


Hip fractures 


Epidemiological research on injuries often involves collaboration between scientists 
in epidemiology and in the social and environmental health fields. Injuries related to 
falls - particularly fractures of the neck of the femur (hip fractures) in older people - 
have attracted a great deal of attention in recent years because of the implications for 
the health service needs of an ageing population. Hip fractures increase exponentially 
with age as the result of age-related decreased bone mass at the proximal femur and 
an age-related increase in falls. With the rising number of elderly individuals in most 
populations, the incidence of hip fracture can be expected to increase proportionately 
if efforts are not directed towards prevention. 

As hip fractures account for a large number of days spent in hospital, the eco- 
nomic costs associated with hip fracture are considerable.” 4 In a study of cost of 
injuries in the Netherlands, hip fracture - which ranked only fourteenth of 25 listed 
injuries in terms of incidence — was the leading injury diagnosis in terms of costs, 
accounting for 20% of all costs associated with injury. 
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Most hip fractures are the result of a fall, and most deaths associated with falls 
in elderly people result from the complications of hip fractures.*° The optimal strate- 
gies to prevent hip fractures are unclear. Epidemiologists have a vital role in examining 
both modifiable and non-modifiable factors in an effort to reduce the burden of hip 
fractures. 


HIV/AIDS 


The acquired immunodeficiency syndrome (AIDS) was first identified as a distinct 
disease entity in 1981 in the USA.” By 1990, there were an estimated 10 million 
people infected with the human immunodeficiency virus (HIV). Since then, 25 million 
people have died of AIDS and a further 40 million have been infected with HIV?” 
making it one of the most destructive infectious disease epidemics in recorded history 
(Figure 1.8). 


Figure 1.8. Global AIDS epidemic 1990-20037 
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Of the 3.1 million deaths from AIDS in 2005, approximately 95% occurred in 
low- and middle-income countries, with 70% occurring in sub-Saharan Africa and 
20% in Asia.” Most of the 4.3-6.6 million people newly infected with HIV in 2005 
live in these regions. However, within regions or countries themselves, levels of 
infection and routes of transmission vary considerably (Box 1.7). 

AIDS has a long incubation period and, without treatment, about half of those 
infected with the causative human immunodeficiency virus (HIV) develop AIDS 
within nine years of infection (see Chapter 7). The virus is found in blood, semen 
and cervical or vaginal secretions. Transmission occurs mainly through sexual inter- 
course or sharing of contaminated needles, but the virus can also be transmitted 
through transfusion of contaminated blood or blood products, and from an infected 
woman to her baby during pregnancy, at birth or through breastfeeding. 


SARS 


Although minor from the perspectives of mortality or burden of disease, the outbreak 
of severe acute respiratory syndrome (SARS) reminded the world of the shared vul- 
nerability to new infections.*° >! It also highlighted the weakened state of essential 





public health services, not only in Asia but also in high-income countries such as 
Canada. SARS first appeared in November 2002 in southern China with two patients 
with atypical pneumonia of unknown cause. The spread - facilitated by air travel of 
highly infectious people - was rapid over the following months, causing more than 
8000 cases and approximately 900 deaths in 12 countries.*! Death rates were lower 
in places where SARS was acquired in the community and higher in hospitals, where 
health workers had close or repeated contact with infected people.*° 


Box 1.7. HIV, epidemiology, and prevention 


Epidemiological and sociological studies have played a vital role in identifying the epidemic, 
determining the pattern of its spread, identifying risk factors and social determinants, and 
evaluating interventions for prevention, treatment and control. The screening of donated 
blood, the promotion of safe sexual practices, the treatment of other sexually transmitted 
infections, the avoidance of needle-sharing and the prevention of mother-to-child trans- 
mission with antiretrovirals are the main ways of controlling the spread of HIV/AIDS. With 
the development of new antiretroviral drugs given in combination, the lives of people with 
HIV living in high-income countries have been prolonged and improved. The cost of these 
drugs, however, severely limits their use, and they are currently unavailable to most infected 
people. A major international effort to scale up treatment of HIV/AIDS - the “3 x 5 cam- 
paign” (3 million people on treatment by the end of 2005),”? — managed to get | million 
people on treatment, averting between 250 000 and 350 000 deaths. The next global goal 
is for universal access to treatment by 2010. Epidemiology has made a major contribution 
to understanding the AIDS pandemic; however knowledge alone is no guarantee that the 
appropriate preventive actions will be taken. 


Important lessons have been learnt from the experience of responding to the 
SARS epidemic. For example, SARS has demonstrated that such epidemics can have 
significant economic and social consequences that go well beyond the impact on 
health.*? Such effects show the importance that a severe new disease could assume 
in a closely interdependent and highly mobile world.*° 


Study questions 


1.1 Table 1.1 indicates that there were over 40 times more cholera cases in one 
district than in another. Did this reflect the risk of catching cholera in each 
district? 

1.2 How could the role of the water supply in causing deaths from cholera have 
been tested further? 

1.3. Why do you suppose the study shown in Figure |.2 was restricted to doctors? 

1.4 What conclusions can be drawn from Figure 1.2? 

1.5 Which factors need to be considered when interpreting geographical distri- 
butions of disease? 

1.6 What changes occurred in the reported occurrence of rheumatic fever in 
Denmark during the period covered in Figure 1.7? What might explain them? 

1.7 What does Table 1.2 tell us about the contribution of asbestos exposure and 
smoking to the risk of lung cancer? 
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Chapter 2 i 
Measuring health and 


disease 


Key messages 


e The measure of health and disease is fundamental to the practice of 
epidemiology. 

e A variety of measures are used to characterize the overall health of populations. 

e Population health status is not fully measured in many parts of the world, 
and this lack of information poses a major challenge for epidemiologists. 


Defining health and disease 


Definitions 


The most ambitious definition of health is that proposed by WHO in 1948: “health 
is a state of complete physical, mental, and social well-being and not merely the 
absence of disease or intirmity.”' This definition — criticized because of the difficulty 
in defining and measuring well-being — remains an ideal. The World Health Assembly 
resolved in 1977 that all people should attain a level of health permitting 
them to lead socially and economically productive lives by the year 2000. This commit- 
ment to the “health-for-all” strategy was renewed in 1998 and again in 2003.” 

Practical definitions of health and disease are needed in epidemiology, which 
concentrates on aspects of health that are easily measurable and amenable to 
improvement. 

Definitions of health states used by epidemiologists tend to be simple, for ex- 
ample, “disease present” or “disease absent” (see Box 2.1). The development of 
criteria to establish the presence of a disease requires a definition of “normality” and 
“abnormality.” However, it may be difficult to define what is normal, and there is 
often no clear distinction between normal and abnormal, especially with regard to 
normally distributed continuous variables that may be associated with several dis- 
eases (see Chapter 8). 

For example, guidelines about cut-off points for treating high blood pressure are 
arbitrary, as there is a continuous increase in risk of cardiovascular disease at every 
level (see Chapter 6). A specific cut-off point for an abnormal value is based on an 
operational definition and not on any absolute threshold. Similar considerations apply 
to criteria for exposure to health hazards: for example, the guideline for a safe blood 
lead level would be based on judgment of the available evidence, which is likely to 
change over time (see Chapter 9). 


16 Chapter 2 





Diagnostic criteria 


Diagnostic criteria are usually based on symptoms, signs, history and test results. For 
example, hepatitis can be identified by the presence of antibodies in the blood; 
asbestosis can be identified by symptoms and signs of specific changes in lung func- 
tion, radiographic demonstration of fibrosis of the lung tissue or pleural thickening, 
and a history of exposure to asbestos fibres. Table 2.1 shows that the diagnosis of 
rheumatic fever diagnosis can be made based on several manifestations of the disease, 
with some signs being more important than others. 
In some situations very simple criteria are justified. 
For example, the reduction of mortality due to bacterial 
pneumonia in children in developing countries depends 
Whatever the definitions used in epidemiology, it is es- on rapid detection and treatment. WHO's case- 
sential that they be clearly stated, and easy to use and management guidelines recommend that pneumonia case 
measure in a standard manner in a wide variety of cir- : D : ; 
cümstanċes by :ditferėnt people- A clear and concise detection be based on clinical signs alone, without aus- 
definition of what is considered a case ensures that the cultation, chest radiographs or laboratory tests. The only 
same entity in different groups or different individuals is equipment required is a watch for timing respiratory rate. 
being measured.’ Definitions used in clinical practice are The use of antibiotics for suspected pneumonia in chil- 
less rigidly specified and often influenced by clinical dren-based only on a physical examination — is recom- 
judgment Ths i partly because Wg orten passible o mended in settings where there is a high rate of bacterial 
proceed stepwise with a series of tests until a diagnosis . a 
icconfiimed. pneumonia, and where a lack of resources makes it im- 
possible to diagnose other causes.° 
Likewise, a clinical case definition for AIDS in adults 
was developed in 1985, for use in settings with limited diagnostic resources.® The 
WHO case definition for AIDS surveillance required only two major signs (weight 
loss > 10% of body weight, chronic diarrhoea, or prolonged fever) and one minor 
sign (persistent cough, herpes zoster, generalized lymphadenopathy, etc). In 1993, 
the Centers for Disease Control defined AIDS to include all HIV-infected individuals 
with a CD4+ T-lymphocyte count of less than 200 per microlitre.’ 


Box 2.1. Case definition 











Table 2.1. Guidelines for the diagnosis of an initial episode of rheumatic fever 
(Jones criteria, 1992)* 





A high probability of rheumatic fever is indicated by the presence of two major or 
one major and two minor manifestations, if supported by evidence of a preceding 
Group A streptococcal infection? 


Major manifestations Minor manifestations 

Carditis Clinical findings 

Polyarthritis Arthralgia 

Chorea Fever 

Erythema marginatum Laboratory findings 
Subcutaneous nodules Elevated acute-phase reactants: 


— erythrocyte sedimentation rate 
— C-reactive protein 
Prolonged PR interval 





a Supporting evidence of antecedent Group A streptococcal infection: 
— positive throat culture or rapid streptococcal antigen test 
— elevated or rising streptococcal antibody titre. 
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Diagnostic criteria may change quite rapidly as knowledge increases or diagnostic 
techniques improve; they also often change according to the context in which they 
are being used. For example, the original WHO diagnostic criteria for myocardial 
infarction for use in epidemiological studies, were modified when an objective method 
for assessing electrocardiograms (the Minnesota Code) was introduced in the 
1980s.*° The criteria were further modified in the 1990s, when it became possible to 
measure cardiac enzymes.'° 


Measuring disease frequency 


Several measures of disease frequency are based on the concepts of prevalence and 
incidence. Unfortunately, epidemiologists have not yet reached complete agreement 
on the definitions of terms used in this field. In this text we generally use the terms 
as defined in Last’s Dictionary of Epidemiology.'' 


Population at risk 


An important factor in calculating measures of disease frequency is the correct esti- 
mate of the numbers of people under study. Ideally these numbers should only include 
people who are potentially susceptible to the diseases being studied. For instance, 
men should not be included when calculating the frequency of cervical cancer 
(Figure 2.1). 





Figure 2.1. Population at risk in a study of carcinoma of the cervix 


Total population All women Population at risk 
(age groups) 









All men All women 25—69 years 25—69 years 








The people who are susceptible to a given disease are called the population at 
risk, and can be defined by demographic, geographic or environmental factors. For 
instance, occupational injuries occur only among working people, so the population 
at risk is the workforce; in some countries brucellosis occurs only among people 
handling infected animals, so the population at risk consists of those working on 
farms and in slaughterhouses. 
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Incidence and prevalence 





The incidence of disease represents the rate of occurrence of new cases arising in a 
given period in a specified population, while prevalence is the frequency of existing 
cases in a defined population at a given point in time. These are fundamentally dif- 
ferent ways of measuring occurrence (see Table 2.2) and the relation between 
incidence and prevalence varies among diseases. There may be low incidence and a 
high prevalence — as for diabetes — or a high incidence and a low prevalence — as for 
the common cold. Colds occur more frequently than diabetes but last only a short 
time, whereas diabetes is essentially lifelong. 





Table 2.2. Differences between incidence and prevalence 





Incidence Prevalence 





Numerator Number of new cases of disease Number of existing cases of disease 
during a specified period of time at a given point of time 


Denominator Population at risk Population at risk 
Focus Whether the event is anew case Presence or absence of a disease 
Time of onset of the disease Time period is arbitrary; rather a 


“snapshot” in time 
Uses Expresses the risk of becoming ill Estimates the probability of the 
The main measure of acute population being ill at the period of 
diseases or conditions, but also time being studied. 
used for chronic diseases 


More useful for studies of causation Useful in the study of the burden of 


chronic diseases and implication for 
health services 


Note: If incident cases are not resolved, but continue over time, then they become existing 
(prevalent) cases. In this sense, prevalence = incidence x duration. 


Measuring prevalence and incidence involves the counting of cases in defined 
populations at risk. Reporting the number of cases without reference to the population 
at risk can be used to give an impression of the overall magnitude of a health problem, 
or of short-term trends in a population, for instance, during an epidemic. WHO's 
Weekly Epidemiological Record contains incidence data in the form of case numbers, 
which in spite of their crude nature, can give useful information about the develop- 
ment of epidemics of communicable diseases. 

The term “attack rate” is often used instead of incidence during a disease out- 
break in a narrowly-defined population over a short period of time. The attack rate 
can be calculated as the number of people affected divided by the number exposed. 
For example, in the case of a foodborne disease outbreak, the attack rate can be 
calculated for each type of food eaten, and then these rates compared to identify the 
source of the infection. 

Data on prevalence and incidence become much more useful if converted into 
rates (see Table 1.1). A rate is calculated by dividing the number of cases by the 
corresponding number of people in the population at risk and is expressed as cases 
per 10” people. Some epidemiologists use the term “rate” only for measurements of 
disease occurrence per time unit (week, year, etc.). In this book, we use the term 
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“disease” in its broad sense, including clinical disease, adverse biochemical and 
physiological changes, injuries and mental illness. 


Prevalence 
Prevalence (P) of a disease is calculated as follows: 


Number of people with the disease or condition 


at a specified time 
P= ; (x10) 
Number of people in the population at risk at the 





specified time 


Data on the population at risk are not always available and in many studies the total 
population in the study area is used as an approximation. 

Prevalence is often expressed as cases per 100 (percentage), or per 1000 popu- 
lation. In this case, Phas to be multiplied by the appropriate factor: 10”. If the data 
have been collected for one point in time, Pis the “point prevalence rate.” It is 
sometimes more convenient to use the “period prevalence rate,” calculated as the 
total number of cases at any time during a specified period, divided by the population 
at risk midway through the period. Similarly, a “lifetime prevalence” is the total num- 
ber of persons known to have had the disease for at least some part of their lives. 

Apart from age, several factors determine prevalence (Figure 2.2). In particular: 


e the severity of illness (if many people who develop a disease die within a short 
time, its prevalence is decreased); 

e the duration of illness (if a disease lasts a short time its prevalence is lower 
than if it lasts a long time); 

e the number of new cases (if many people develop a disease, its prevalence is 
higher than if few people do so). 





Figure 2.2. Factors influencing prevalence 


Increased by: Decreased by: 

Longer duration of the disease Shorter duration of the disease 
Prolongation of life | High case-fatality 

of patients without cure rate from disease 

ncrease in new cases Decrease in new cases 
increase in incidence) decrease in incidence) 
n-migration of cases n-migration of healthy people 
Out-migration of healthy people | Out-migration of cases 
n-migration of susceptible people mproved cure rate of cases 





mproved diagnostic facilities 
better reporting) 





Since prevalence can be influenced by many factors unrelated to the cause of 
the disease, prevalence studies do not usually provide strong evidence of causality. 
Measures of prevalence are, however, helpful in assessing the need for preventive 
action, healthcare and the planning of health services. Prevalence is a useful measure 
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of the occurrence of conditions for which the onset of disease may be gradual, such 
as maturity-onset diabetes or rheumatoid arthritis. 

The prevalence of type 2 diabetes has been measured in various populations 
using criteria proposed by WHO (see Table 2.3); the wide range shows the impor- 
tance of social and environmental factors in causing this disease, and indicates the 
varying need for diabetic health services in different populations. 





Table 2.3. Age-adjusted prevalence of type 2 diabetes in selected populations 
(30-64 years)? 





Age-adjusted prevalence (%) 
Ethnic group population/subgroup Men Women 





Chinese origin 





China 1.6 0.8 
Mauritius 16.0 10.3 
Singapore 6.9 7.8 
Indian origin 
Fiji 
rural 23.0 16.0 
urban 16.0 20.0 
South India 
rural 3.7 1.7 
urban 11.8 11.2 
Singapore 22.7 10.4 
Sri Lanka 5.1 2.4 
Incidence 


Incidence refers to the rate at which new events occur in a population. Incidence 
takes into account the variable time periods during which individuals are disease-free 
and thus “at risk” of developing the disease. 

In the calculation of incidence, the numerator is the number of new events that 
occur in a defined time period, and the denominator is the population at risk of 
experiencing the event during this period. The most accurate way of calculating in- 
cidence is to calculate what Last calls the “person-time incidence rate.”'' Each person 
in the study population contributes one person-year to the denominator for each year 
(or day, week, month) of observation before disease develops, or the person is lost 
to follow-up. 

Incidence //) is calculated as follows: 


Number of new events in a specified period 
~ Number of persons exposed to risk during this period 





(x10”) 


The numerator strictly refers only to first events of disease. The units of incidence rate 
must always include a unit of time (cases per 10" and per day, week, month, year, etc.). 

For each individual in the population, the time of observation is the period that the 
person remains disease-free. The denominator used for the calculation of incidence 
is therefore the sum of all the disease-free person-time periods during the period of 
observation of the population at risk. 
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Since it may not be possible to measure disease-free periods precisely, the 
denominator is often calculated approximately by multiplying the average size of 
the study population by the length of the study period. This is reasonably accurate 
if the size of the population is large and stable and incidence is low, for example, for 
stroke. 

In a study in the United States of America, the incidence rate of stroke was 
measured in 118 539 women who were 30-55 years of age and free from coronary 
heart disease, stroke and cancer in 1976 (see Table 2.4). A total of 274 stroke cases 
were identified in eight years of follow-up (908 447 person-years). The overall stroke 
incidence rate was 30.2 per 100 000 person-years of observation and the rate was 
higher for smokers than non-smokers; the rate for ex-smokers was intermediate. 


Table 2.4. Relationship between cigarette smoking and incidence rate of stroke in 
a cohort of 118 539 women’? 








Smoking Number of cases of Person-years of Stroke incidence rate 

category stroke observation (per 100 000) person- 
(over 8 years) years) 

Never smoked 70 395 594 17.7 

Ex-smoker 65 232 712 27.9 

Smoker 139 280 141 49.6 

Total 274 908 447 30.2 





Cumulative incidence 
Cumulative incidence is a simpler measure of the occurrence of a disease or health 
status. Unlike incidence, it measures the denominator only at the beginning of a 
study. 

The cumulative incidence can be calculated as follows: 


Number of people who get a disease during a 


specified period 
Cumulative Incidence = (x10”) 
Number of people free of the disease in the 





population at risk at the beginning of the period 


Cumulative incidence is often presented as cases per 1000 population. Table 2.4 
shows that the cumulative incidence for stroke over the eight-year follow-up was 2.3 
per 1000 (274 cases of stroke divided by the | 18 539 women who entered the study). 
In a statistical sense, the cumulative incidence is the probability that individuals in 
the population get the disease during the specified period. 

The period can be of any length but is usually several years, or even the whole 
lifetime. The cumulative incidence rate therefore is similar to the “risk of death” con- 
cept used in actuarial and life-table calculations. The simplicity of cumulative 
incidence rates makes them useful when communicating health information to the 
general public. 
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Case fatality 


Case fatality is a measure of disease severity and is defined as the proportion of cases 
with a specified disease or condition who die within a specified time. It is usually 
expressed as a percentage. 


Number of deaths from diagnosed casesina 


given period 
Case fatality (%) = ——————————————————— ~ x 100 
Number of diagnosed cases of the disease in the 


same period 


Interrelationships of the different measures 


Prevalence is dependent on both incidence and disease duration. Provided that the 
prevalence (P) is low and does not vary significantly with time, it can be calculated 
approximately as: 


P= incidence x average duration of disease 


The cumulative incidence rate of a disease depends on both the incidence and the 
length of the period of measurement. Since incidence usually changes with age, age- 
specific incidence rates need to be calculated. The cumulative incidence rate is a useful 
approximation of incidence when the rate is low or when the study period is short. 

Figure 2.3 illustrates the various measures of disease. This hypothetical example 
is based on a study of seven people over seven years. 





Figure 2.3. Calculation of disease occurrence 
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In Figure 2.3 it can be seen that: 


e the incidence of the disease during the seven-year period is the number of 
new events (3) divided by the sum of the lengths of time at risk of getting the 
disease for the population (33 person-years), i.e. 9.1 cases per 100 person- 
years; 
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e the cumulative incidence is the number of new events in the population at 
risk (3) divided by the number of people in the same population free of the 
disease at the beginning of the period (7), i.e. 43 cases per 100 persons during 
the seven years; 

e the average duration of disease is the total number of years of disease divided 
by the number of cases, i.e. 13/3 = 4.3 years; 

e the prevalence depends on the point in time at which the study takes place; 
at the start of year 4, for example, it is the ratio of the number of people with 
the disease (2) to the number of people in the population observed at that 
time (6), i.e. 33 cases per 100 persons. The formula given on page 22 for 
prevalence would give an estimated average prevalence of 30 cases per 100 
population (9.1 x 3.3); 

e case fatality is 33% representing | death out of 3 diagnosed cases. 


Using available information to measure 
health and disease 


Mortality 


Epideminlogists oien mvestigate the neste oe i Box 2.2. International Classification of Diseases 
population by starting with information that is routinely (ICD) 
collected. In many high-income countries the fact and 
cause of death are recorded on a standard death certificate, the latestin a series which originated in the 18505. The 
which also carries information on age, sex, and place of ICD has become the standard diagnostic classification 
residence. The /nternational Statistical Classification of for all general epidemiological and many health man- 
Diseases and Related Health Problems (ICD) provides agement purposes. 
guidelines on classifying deaths.'4 The procedures are re- The ICD-10 is used to classify diseases and other 
vised periodically to account for new diseases and changes health problems recorded on many types of records, in- 
. head : cluding death certificates and hospital charts. This clas- 
in case-definitions, and are used for coding causes of death ee . ; i 

f a ; sification makes it possible for countries to store and 
(see Box 2.2). The International Classification of Diseases retrieve diagnostic information for clinical and epidemi- 


is now in its 10* revision, so it is called the ICD-10. ological purposes, and compile comparable national 
mortality and morbidity statistics. 


The ICD-10 came into use in 1992. This classification is 





Limitations of death certificates 


Data derived from death statistics are prone to various sources of error but, from an 
epidemiological perspective, often provide invaluable information on trends in a pop- 
ulation’s health status. The usefulness of the data depends on many factors, including 
the completeness of records and the accuracy in assigning the underlying causes of 
death—especially in elderly people for whom autopsy rates are often low. 

Epidemiologists rely heavily on death statistics for assessing the burden of dis- 
ease, as well as for tracking changes in diseases over time. However, in many countries 
basic mortality statistics are not available, usually because of a lack of resources to 
establish routine vital registration systems. The provision of accurate cause-of-death 
information is a priority for health services. '* 
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Limitations of vital registration systems 


The WHO Mortality Database includes only one third of adult deaths in the world, 
and these are mainly in high-income and middle-income countries.'® '” Not all coun- 
tries are able to submit mortality data to WHO, and for some there are concerns about 
the accuracy of the data. In some countries, the vital registration system covers only 
part of the country (urban areas, or only some provinces). In other countries, although 
the vital registration system covers the whole country, not all deaths are registered. 
Some countries rely on validation of deaths from representative samples of the pop- 
ulation (as in China and India); in other countries, demographic surveillance sites 
provide mortality rates for selected populations. '® 


Verbal autopsy 

A verbal autopsy is an indirect method of ascertaining biomedical causes of death 
from information on symptoms, signs and circumstances preceding death, obtained 
from the deceased person's family.'? In many middle- and low-income countries, 
verbal autopsy is the only method used to obtain estimates of the distribution of the 
causes of death.” Verbal autopsies are used mainly in the context of demographic 
surveillance and sample registration systems. The diversity of tools and methods used 
makes it difficult to compare cause-of-death data between places over time.?! 


Towards comparable estimates 


Even in countries where underlying causes of death are assigned by qualified staff, 
miscoding can occur. The main reasons for this are: 


e systematic biases in diagnosis 

e incorrect or incomplete death certificates 

e misinterpretation of ICD rules for selection of the underlying cause 

e Variations in the use of coding categories for unknown and ill-defined causes. 


For these reasons, data comparisons between countries can be misleading. WHO 
works with countries to produce country-level estimates, which are then adjusted to 
account for these differences (see Box 2.3). 


Box 2.3. Comparable estimates derived from official statistics 


An assessment of the global status of cause of death data suggests that of the 192 Member 
States of WHO, only 23 countries have high-quality data defined as: 


data are more than 90% complete 
e ill-defined causes of death account for less than 10% of the total causes of death 
e ICD-9 or ICD-10 codes are used. 


The country-level estimates that WHO produces adjust for differences in completeness 
and accuracy of data supplied by countries. Estimates are based on data from | 12 national 
vital registration systems that capture about 18.6 million deaths annually, representing 
one third of all deaths occurring in the world. Information from sample registration sys- 
tems, population laboratories and epidemiological studies are also used to improve these 
estimates. 
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Where national vital registration systems do exist and are included in the WHO 
Mortality Database: 


e death certificates may not be complete 

e poorer segments of populations may not be covered 

e deaths may not be reported for cultural or religious reasons 
e the age at death may not be given accurately. 


Other factors contributing to unreliable registration systems include: late registration, 
missing data and errors in reporting or classifying the cause of death. "° 

As it takes a long time for countries to build good quality vital registration systems, 
alternative methods are often used to assign cause-of-death and to estimate mortality. 


Death rates 


The death rate (or crude mortality rate) for all deaths or a specific cause of death is 
calculated as follows: 


Number of deaths during a specified period 





Crude mortality rate = x 10”) 


Number of persons at risk of dying during 
the same period 


The main disadvantage of the crude mortality rate is that it does not take into 
account the fact that the chance of dying varies according to age, sex, race, socio- 
economic class and other factors. It is not usually appropriate to use it for comparing 
different time periods or geographical areas. For example, patterns of death in newly 
occupied urban developments with many young families are likely to be very different 
from those in seaside resorts, where retired people may choose to live. Comparisons 
of mortality rates between groups of diverse age structure are usually based on age- 
standardized rates. 


Age-specific death rates 

Death rates can be expressed for specific groups in a population which are defined 
by age, race, sex, occupation or geographical location, or for specific causes of death. 
For example, an age- and sex-specific death rate is defined as: 


Total number of deaths occurring in a specific age and sex group 


of the population in a defined area during a specified period ny 
(x10 
Estimated total population of the same age and sex group of the 


population in the same area during the same period 


Proportionate mortality 
Occasionally the mortality in a population is described by using proportionate 
mortality, which is actually a ratio: the number of deaths from a given cause per 100 
or 1000 total deaths in the same period. Proportionate mortality does not express the 
risk of members of a population contracting or dying from a disease. 

Comparisons of proportionate rates between groups may show interesting 
differences. However, unless the crude or age-group-specific mortality rates are 
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known, it may not be clear whether a difference between groups relates to variations 
in the numerators or the denominators. For example, proportionate mortality rates 
for cancer would be much greater in high-income countries with many old people 
than in low- and middle-income countries with few old people, even if the actual 
lifetime risk of cancer is the same. 


Infant mortality 


The infant mortality rate is commonly used as an indicator of the level of health in a 
community. It measures the rate of death in children during the first year of life, the 
denominator being the number of live births in the same year. 

The infant mortality rate is calculated as follows: 


Number of deaths in a year of children 


less than | year of age 


/nfant mortality rate = x 1000 


Number of live births in the same year 
The use of infant mortality rates as a measure of overall health status for a given 
population is based on the assumption that it is particularly sensitive to socioeco- 
nomic changes and to health care interventions. Infant mortality has declined in all 
regions of the world, but wide differences persist between and within countries (see 
Figure 2.4). 


Figure 2.4. Worldwide trends in infant mortality, 1950—200072 
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Child mortality rate 


The child mortality rate (under-5 mortality rate) is based on deaths of children aged 
1-4 years, and is frequently used as a basic health indicator. Injuries, malnutrition 
and infectious diseases are common causes of death in this age group. The under-5 
mortality rate describes the probability (expressed per 1000 live births) of a child dying 
before reaching 5 years of age. Table 2.5 shows the mortality rates for countries 
representing a range of income categories. The areas of uncertainty around the esti- 
mates for middle-income and low-income countries are shown in parentheses. 

Data in Table 2.5 have been calculated so that the information can be compared 
between countries. Mortality rates per 1000 live births vary from as low as 4 for 
Japan (based on precise data) to 297 for males in Sierra Leone (with a wide range of 
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uncertainty: between 250 and 340 per 1000 live births). Gathering accurate data is 
not easy and alternative approaches have been developed (see Box 2.4). 


Table 2.5. Under-5 mortality rates in selected countries, 200375 








Country Under-5 mortality rate per 1000 live births (95% Cl) 
Males Females 

High-income countries 

Japan 4 4 

France 5 5 

Canada 6 5 

USA 9 7 

Middle-income countries 

Chile 10 (9-11) 9 (8-10) 

Argentina 19 (18-21) 16 (15-17) 

Peru 36 (31—42) 32 (27-39) 

Indonesia 45 (40-49) 37 (33—40) 

Low-income countries 

Cuba 8 (7—10) 6 (5-7) 

Sri Lanka 17 (14-19) 13 (11-15) 

Angola 276 (245-306) 243 (216-276) 

Sierra Leone 297 (250-340) 270 (229-310) 





Box 2.4. Alternative approaches to obtaining information on deaths in children 


Where accurate death registers do not exist, infant and child mortality can be estimated from information collected in 
household surveys in which the following question is initially asked: “During the last two years, have any children in this 
household died who were aged five years or less?” 

If the answer is “yes,” three questions are asked: 


e “How many months ago did the death occur?” 
e “How many months of age was the child at death?” 
e “Was the child a boy ora girl?” 


If information on the number and ages of surviving children is collected during a survey, infant and child mortality rates can 


be estimated with reasonable accuracy. Adult mortality can also be approximated from household surveys if accurate infor- 
mation is not available. 
Problems with using household surveys to obtain information on deaths include: 


e respondents may not understand the time span of the question, 
e children who die shortly after birth may be left out, 
e for cultural reasons, more male than female deaths may be reported. 
However, this is the only method that is applicable in some communities. Measurement of infant mortality in low-income 


communities is particularly important in helping planners to address the need for equity in health care. Additionally, reducing 
child mortality rates is one of the Millennium Development Goals (see Chapter 10). 





Maternal mortality rate 


The maternal mortality rate refers to the risk of mothers dying from causes associated 
with delivering babies, complications of pregnancy or childbirth. This important 
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statistic is often neglected because it is difficult to calculate accurately. The maternal 
mortality rate is given by: 





Number of maternal deaths in a given 


geographic area in a given year 
Maternal mortality rate= - - (x 10” ) 
Number of live births that occurred 





among the population of the given 
geographic area during the same year 


The maternal mortality rate ranges from about 3 per 100 000 live births in high-income 
countries to over 1500 per 100 000 live births in low-income countries.” However, 
even this comparison does not adequately reflect the much greater lifetime risk of 
dying from pregnancy-related causes in poorer countries. 


Adult mortality rate 


Table 2.6. Adult mortality rates% in selected coun- The adult mortality rate is defined as the probability of 
tries, 2004 dying between the ages of 15 and 60 years per 1000 pop- 
ulation. The adult mortality rate offers a way to analyse 
health gaps between countries in the main working age 
groups.” The probability of dying in adulthood is greater 
for men than for women in almost all countries, but the 
variation between countries is very large. In Japan, less 





Country Probability of dying per 1000 
population between 15 and 60 years 


Males Females 





High-income countries 


Japan 92 45 than | in 10 men (and | in 20 women) die in these pro- 
Canada a dd ductive age groups, compared with almost 2 in 3 men (and 
France 132 60 : ; 

| in 2 women) in Angola (see Table 2.6). 
USA 137 81 
Midst Henne countries Life expecta ncy 
Chile 133 66 
Argentina 173 90 F r 
Sa ig 134 Life expectancy is another summary measure of the health 
indanesiar -239 200 status of a population. It is defined as the average number 


of years an individual of a given age is expected to live if 


Low-income countries : : : 
current mortality rates continue. It is not always easy to 


Cuba 131 85 : : ae 

Saa 2 iia interpret the reasons for the differences in life expectancy 
Sierra Leone 579 497 between countries; different patterns may emerge accord- 
Angola 591 504 ing to the measures that are used. 





For the world as a whole, life expectancy at birth has 
increased from 46.5 years during the period 1950-1955 to 
65.0 years during the period 1995-2000 (see Figure 2.5). Reversals in life expectancy 
have occurred in some sub-Saharan countries largely due to AIDS. Similar reversals 
in life expectancy have also occurred in middle-aged men in the former Soviet Union, 
where almost | in 2 men die between the ages of 15 and 60 years, largely due to 
changes in the use of alcohol and tobacco.’® 

Life expectancy at birth, as an overall measure of health status, attaches greater 
importance to deaths in infancy than to deaths later in life. Table 2.7 gives data 
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Figure 2.5. Worldwide trends in life expectancy, 1950—2000: 
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for selected countries. As the data are based on existing age-specific death rates, 


additional calculation is necessary to allow comparability 
between countries; the uncertainty of the estimates are 
shown in parentheses. Confidence intervals can be quite 
large — as in Zimbabwe — but quite precise in countries like 
Japan which has complete vital registration. 

These data show the large variations in life expectan- 
cies between countries. For example, a girl born in Japan 
in 2004 can expect to live 86 years, whereas a girl born in 
Zimbabwe at the same time will live between 30 and 38 
years. In almost all countries, women live longer than 
men.” 


Age-standardized rates 





Table 2.7. Life expectancy at birth for men and 
women in selected countries?’ 








Country Life expectancy at birth (years) 
Women Men 
Zimbabwe 34 37 
Russian Federation 72 59 
Egypt 70 66 
China 74 70 
Mexico 77 72 
USA 80 75 
Japan 86 79 





An age-standardized death rate (also referred to as an age-adjusted rate) is a summary 
measure of the death rate that a population would have if it had a standard age 


structure. The standardization of rates can be done either 
directly or indirectly (see Box 2.5). 

Age-standardized rates enable comparisons to be 
made between populations that have different age struc- 
tures. Standardization can also be done for variables other 
than age. This is necessary when comparing two or more 
populations that have different basic characteristics that 
independently influence the risk of death (such as age, 
race, socioeconomic status, etc.). 

Frequently used standard populations include: 


e the Segi world population” 

e the European standard population based on the 
Swedish population 

e the WHO world standard population, which is 
based on world overall average projected popula- 
tions 2000-2025.°° 





Box 2.5. Direct and indirect standardization of 
disease rates 


The direct method of standardization is more frequently 
used, and is done by applying the disease rates of the 
populations being compared to a standard population. 
This method yields the number of cases that would be 
expected if the age-specific rates in the standard popu- 
lation were true for the study population. 


Standardized rates are used, whenever relevant, for 
morbidity as well as mortality. The choice of a standard 
population is arbitrary, but can be problematic when 
comparing rates of low-income and high-income 
countries. 

Details on methods of standardizing rates can be 
found in: Teaching health statistics: lesson and seminar 
outlines?! 





30 Chapter 2 


While each give different age-standardized rates (see Table 2.8), they generally do 
not affect the overall ranking when comparing rates of different populations.” 





Table 2.8. Directly standardized male death rates from respiratory infections, and 
the ranking of five countries using three different standard populations” 





Country Age-standardized rate Ranking of countries by 
(per 100 000) age-standardized rate 
Segi European WHO Segi European WHO 
world world 

Australia 6.3 10.1 7.9 5 5 5 

Cuba 27.2 44.2 34.6 4 4 

Mauritius 45.2 72.6 56.6 3 3 3 

Singapore 71.9 120.8 93.3 2 1 1 

Turkmenistan 114.2 87.9 91.2 1 2 2 


The age-standardization of rates eliminates the influence of different age distri- 
butions on the morbidity or mortality rates being compared. For example, there is 
great variation between countries in the reported crude mortality rates for heart disease 
as shown in Table 2.9. Finland has a crude heart disease death rate approximately 
three times that of Brazil, but the standardized rate is the same. Similarly, the United 

States of America has a crude rate more than twice that of 
Table 2.9. Crude and age-standardized death rates Brazil, yet again, age-standardized rates are similar. Thus 


(per 100 000) for heart disease in three selected the difference between these countries is not as large as it 
countries (men and women combined), 2002 appears from the crude rates. 





High-income countries have a much greater propor- 





Cc t Crud Age-standardized ) . : ' 
ne death la saat aha tion of older people in their populations than low- and 
i middle-income countries—the older people have higher 
ai hs 110 rates of cardiovascular disease compared with younger 
Finland 240 120 (OYAR a somp OHNE 
USA 176 105 people. All these death rates are influenced by the quality 





of the original data on the causes of death. 


Morbidity 


Death rates are particularly useful for investigating diseases with a high case-fatality. 
However, many diseases have low case-fatality, for example, most mental illnesses, 
musculoskeletal diseases, rheumatoid arthritis, chickenpox and mumps. In this situ- 
ation, data on morbidity (illness) are more useful than mortality rates. 

Morbidity data are often helpful in clarifying the reasons for particular trends in 
mortality. Changes in death rates could be due to changes in morbidity rates or in 
case-fatality. For example, the recent decline in cardiovascular disease mortality rates 
in many developed countries could be due to a fall in either incidence (suggesting 
improvements in primary prevention) or in case-fatality (suggesting improvements in 
treatment). Because population age structures change with time, time-trend analyses 
should be based on age-standardized morbidity and mortality rates. 

Other sources of morbidity data include: 
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hospital admissions and discharges 

outpatient and primary health care consultations 

specialist services (such as injury treatment) 

registers of disease events (such as cancer and congenital malformations). 


To be useful for epidemiological studies, the data must be relevant and easily acces- 
sible. In some countries, the confidential nature of patient medical records may make 
hospital data inaccessible for epidemiological studies. A recording system focusing 
on administrative or financial data, rather than on diagnostic and individual charac- 
teristics may diminish the epidemiological value of routine health service data. 
Hospital admission rates are influenced by factors other than the morbidity of the pop- 
ulation, such as the availability of beds, hospital admission policies and social factors. 

Because of the numerous limitations of routinely recorded morbidity data, many 
epidemiological studies of morbidity rely on the collection of new data using specially 
designed questionnaires and screening methods. This enables investigators to have 
more confidence in the data and the rates calculated from them. 


Disability 


Epidemiologists are concerned not only with the occurrence of disease, but also with 
the consequences of disease: impairments, disabilities and handicaps. These have 
been defined by the WHO International Classification of Functioning, Disability and 
Health (ICF).* 

ICF describes how people live with their health condition. Since an individual’s 
functioning and disability occurs within a context, ICF also includes a list of envi- 
ronmental factors. ICF is a useful tool for understanding and measuring health 
outcomes. It can be used in clinical settings, health services or surveys, at the indi- 
vidual or population level. 

The key parameters of ICF are as follows: 


e impairment: any loss or abnormality of psychological, physiological or 
anatomical structure or function; 

e disability: any restriction or lack (resulting from an impairment) of ability to 
perform an activity in the manner or within the range considered normal for a 
human being; 

e handicap: a disadvantage for a given individual, resulting from an impairment 
or a disability, that limits or prevents the fulfilment of a role that is normal 
(depending on age, sex, and social and cultural factors) for that individual. 


The relationship between the different non-fatal outcomes is shown in Box 2.6. 


Box 2.6. Schema for assessing non-fatal health outcomes 





Disease > Impairment > Disability — Handicap 





Polio Paralyzed legs Inability to walk Unemployed 
Brain injury Mild mental retardation Difficulty in learning Social isolation 
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It is difficult to measure the prevalence of disability, but it is becoming increas- 
ingly important in societies where acute morbidity and fatal illness are decreasing, 
and where there is an increasing number of aged people living with disabilities. 


Health determinants, indicators, and risk factors 


Health determinants 

Health determinants are generally defined as the underlying social, economic, cultural 
and environmental factors that are responsible for health and disease, most of which 
are outside the health sector.” 


Health indicators 

A health indicator is a variable - that can be measured directly to reflect the state of 
health of people within a community. WHO presents the most recent data for 50 
health indicators each year.” Health indicators can also be used as components in 
the calculation of a broader social development index. The best example is the Human 
Development Index, which ranks countries each year according to a combination of 
the level of economic development, literacy, education, and life expectancy (http:// 
hdr.undp.org/). 


Risk factors 

A risk factor refers to an aspect of personal habits or an environmental exposure, that 
is associated with an increased probability of occurrence of a disease. Since risk factors 
can usually be modified, intervening to alter them in a favourable direction can reduce 
the probability of occurrence of disease. The impact of these interventions can be 
determined by repeated measures using the same methods and definitions (see 
Box 2.7). 


Box 2.7. Measuring risk factors 


Risk factors can include tobacco and alcohol use, diet, physical inactivity, blood pressure and obesity. Since risk factors can 
be used to predict future disease, their measurement at a population level is important, but also challenging. 

Tobacco use can be measured by self-reported exposure (yes/no), quantity of cigarettes smoked, or by biological markers 
(serum cotinine). However, different surveys use different methods, often with different measurement techniques and criteria 
for detecting a risk factor or clinical outcome (for example, diabetes or hypertension). Additionally, surveys may only be 
representative of small population groups within a country, district or city. These methodological differences mean that it is 


be difficult to compare results from different surveys and countries. 

Efforts have been made to standardize methods of measurement of risk factors at the global level, including the WHO 
MONICA Project in the 1980s and 1990s.** >” More recently, the WHO STEPS approach to the measurement of population 
levels of risk factors provides methods and materials to encourage countries to collect data in a standardized manner.*® 3° 

Data from individual countries can be adjusted to account for known biases to make them internationally comparable. 
This step is also necessary because countries conduct standard surveys at different times. If risk factor rates are changing 
over time, information on trends will be needed to adjust data to a standard reporting year. 





Other summary measures of population health 


Policy-makers face the challenge of responding to current disease prevention and 
control priorities, while being responsible for predicting future priorities. Such decisions 
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should be based on summary measures that quantify the amount of disease at the 
population level. These measures need to combine deaths and time spent in ill-health 
in an internally consistent way, using a common unit of measurement. 

Such summary measures serve as a common currency for reporting the burden 
of disease in populations. They provide a way of monitoring and evaluating popula- 
tion health, so that prevention and control actions can be taken rapidly when 
necessary. 

Mortality alone does not provide a full picture of how different causes affect 
population health. Duration of life combined with some notion of its quality are 
reflected in the following population measures: 


e years of potential life lost (PLL) based on the years of life lost through premature 
death (before an arbitrarily determined age); 

e healthy life expectancy (HALE): 

e disability-free life expectancy (DFLE); 

e quality-adjusted life years (QALYs): 

e disability-adjusted life years (DALYs). 


Disability-adjusted life years 

The Global Burden of Disease project combines the impact of premature mortality 
with that of disability. It captures the population impact of important fatal and 
non-fatal disabling conditions through a single measure. The major measure used is 
disability-adjusted life years (DALYs) which combines: 


e years of lost life (YLL) - calculated from the number of deaths at each age 
multiplied by the expected remaining years of life according to a global stan- 
dard life expectancy 

e years lost to disability (YLD), where the number of incident cases due to injury 
and illness is multiplied by the average duration of the disease and a weighting 
factor reflecting the severity of the disease on a scale from O (perfect health) 
to | (dead). 


One DALY is one lost year of “healthy” life and the measured disease burden is the 
gap between a population’s current health status and that of an ideal situation where 
everyone lives into old age, free of disability. The normative reference population has 
a life expectancy at birth of 82.5 years for females and 80.0 years for males.*° 

Time-discounting and non-uniform age weights, which give less weight to years 
lived at young and older ages, are used in calculating standard DALYs as reported in 
recent WHO World Health Reports. With age weights and time discounting, a death 
in infancy corresponds to 33 DALYs, and deaths from ages 5 to 20 to around 36 
DALYs. Thus a disease burden of 3300 DALYs in a population would be the equivalent 
of 100 infant deaths or to approximately 5500 persons aged 50 years living one year 
with blindness (disability weighting = 0.6). 

DALYs were designed to guide World Bank investment policies for health 
and to inform global priority setting for health research and international health pro- 
grams.*' Analysis of DALYs due to a variety of causes and risk factors has given new 
perspectives on the relative importance of different areas of disease prevention.” 
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Comparing disease occurrence 


Measuring the occurrence of disease or other health states is the first step of the 
epidemiological process. The next step is comparing occurrence in two or more 
groups of people whose exposures have differed. An individual can be either exposed 
or unexposed to a factor under study. An unexposed group is often used as a reference 
group. Exposed people can have different levels and durations of exposure (see 
Chapter 9). The total amount of a factor that reaches an individual is called the “dose.” 
We can then compare occurrences to calculate the risk that a health effect will 
result from an exposure. We can make both absolute and relative comparisons; the 
measures describe the strength of an association between exposure and outcome. 


Absolute comparisons 


Risk difference 
The risk difference, also called excess risk, is the difference in rates of occurrence 
between exposed and unexposed groups in the population. It is a useful measure of 
the extent of the public health problem caused by the exposure. For example, from 
the data in Table 2.4 the risk difference between the incidence rate of stroke in women 
who smoke, and the rate of stroke in women who have never smoked, is 31.9 per 
100 000 person-years. 

When comparing two or more groups, it is important that they are as similar as 
possible, with the exception of the factor being analysed. If the groups differ in relation 
to age, sex, etc. the rates must be standardized before a comparison can be made. 


Attributable fraction (exposed) 

The attributable fraction (exposed), also known as the etiological fraction (exposed), 
is the proportion of all cases that can be attributed to a particular exposure. We 
can determine the attributable fraction (AF) by dividing the risk (or attributable) 
difference by the incidence among the exposed population. For the data in 
Table 2.4 the attributable fraction of smoking for stroke in the smokers is: 
((49.6 - 17.7)/49.6) x100 = 64%. 

When a particular exposure is believed to be a cause of a given disease, the 
attributable fraction is the proportion of the disease in the specific population that 
would be eliminated if the exposure were eliminated. In the above example, one would 
expect to achieve a 64% reduction in the risk of stroke among the women smokers 
if smoking were stopped, based on the assumption that smoking is both causal and 
preventable. 

Attributable fractions are useful for assessing priorities for public health action. 
For example, both smoking and air pollution are causes of lung cancer, but the at- 
tributable fraction due to smoking is usually much greater than that due to air 
pollution. Only in communities with very low smoking prevalence and severe air 
pollution is the latter likely to be the major cause of lung cancer. In most countries, 
smoking control should take priority in lung cancer prevention programmes. 
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Population attributable risk 
The population attributable risk (PAA) is the incidence of a disease in a population 
that is associated with (or attributed to) an exposure to a risk factor.'' This measure 
is useful for determining the relative importance of exposures for the entire population. 
It is the proportion by which the incidence rate of the outcome in the entire population 
would be reduced if exposure were eliminated. 
PAR can be estimated by the formula: 

PAR = p» i 

p 





where 
h is the incidence of the disease in the total population and 
/, is the incidence of the disease among the unexposed group. 


Relative comparisons 


Relative risk 

The relative risk (also called the risk ratio) is the ratio of the risk of occurrence of 
a disease among exposed people to that among the unexposed. As shown in 
Table 2.4, the risk ratio of stroke in women who smoke, compared with those who 
have never smoked, is 2.8 (49.6 /17.7). 

The risk ratio is a better indicator of the strength of an association than the risk 
difference, because it is expressed relative to a baseline level of occurrence. Unlike 
the risk difference, it is related to the magnitude of the baseline incidence rate; pop- 
ulations with similar risk differences can have greatly differing risk ratios, depending 
on the magnitude of the baseline rates. 

The risk ratio is used in assessing the likelihood that an association represents a 
causal relationship. For example, the risk ratio of lung cancer in long-term heavy 
smokers compared with non-smokers is approximately 20. This is very high and 
indicates that this relationship is not likely to be a chance finding. Of course, smaller 
risk ratios can also indicate a causal relationship, but care must be taken to eliminate 
other possible explanations (see Chapter 5). 


Attributable risk 
Attributable risk is the rate (proportion) of a disease or other outcome in exposed 
individuals that can be attributed to the exposure. This is a more useful term for 
public health purposes as it reflects the amount, usually expressed as a percentage, 
by which the risk of a disease is reduced by elimination or control of a particular 
exposure. Using attributable risk, it is possible to estimate the number of people 
spared the consequences of exposure, by subtracting the rate of the outcome (usually 
incidence or mortality) among the unexposed from the rate among the exposed in- 
dividuals. For example, if there were 6 deaths per 100 among smokers, and | death 
per 100 in non-smokers, the attributable risk would be 5 per 100. This assumes that 
causes other than the one under investigation have had equal effects on the exposed 
and unexposed groups. 

In summary, there are various measures for studying populations. Chapter 3 
refers to many of these measures in the context of study design. 
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Study questions 


2.1 


2 


2:3 


2.4 


25 


2.6 


25 


2.8 


29, 


What are the three epidemiological measures of disease frequency and how 
are they related? 

Is prevalence rate a useful measure of the frequency of type 2 diabetes in 
different populations? What are the possible explanations for the variation in 
diabetes prevalence rates indicated in Table 2.3? 

What is the population attributable risk or attributable fraction (proportion) 
for smokers in the example in Table 2.4? 

What measures are used to compare the frequency of disease in populations 
and what information do they provide? 

The relative risk of lung cancer associated with passive smoking is low, but 
the population attributable risk is considerable. What is the explanation for 
this? 

What is the main reason for standardizing rates to a population with a stan- 
dard age distribution (for example, the WHO world standard population)? 
If you want to know where the most cancer deaths per capita occur within 
in a country, which is appropriate: crude death rates or age-standardized 
rates? 

The crude death rate per 100 000 population for all cancers in Côte d'lvoire 
is 70.5 and the age-standardized death rate is 160.2 per 100 000 population. 
What explains the large difference between these two rates? 

The crude death rate for all cancers in Japan is 241.7 per 100 000 population 
and the crude death rate for all cancers in Côte d'Ivoire is 70.5 per 100 000 
population. Is the death rate in Japan higher than that in Cote d'Ivoire? 
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Chapter 3 
Types of studies 


Key messages 


e Choosing the appropriate study design is a crucial step in an epidemiological 
investigation. 

e Each study design has strengths and weaknesses. 

e Epidemiologists must consider all sources of bias and confounding, and strive 
to reduce them. 

e Ethical issues are important in epidemiology, as in other sciences. 


Observations and experiments 


Epidemiological studies can be classified as either observational or experimental. 
The most common types of study are listed with their alternative names and units of 
study in Table 3.1. The terms in the left-hand column are used throughout this book. 


Observational studies 


Observational studies allow nature to take its course: the investigator measures but 
does not intervene. They include studies that can be called descriptive or analytical: 


e A descriptive study is limited to a description of the occurrence of a disease 
in a population and is often the first step in an epidemiological investigation. 

e An analytical study goes further by analysing relationships between health 
status and other variables. 


Apart from the simplest descriptive studies, almost all epidemiological studies are 
analytical in character. Pure descriptive studies are rare, but descriptive data in reports 
of health statistics are a useful source of ideas for epidemiological studies. 

Limited descriptive information (such as that provided in a case series) in which 
the characteristics of several patients with a specific disease are described but are not 
compared with those of a reference population, often stimulates the initiation of a 
more detailed epidemiological study. For example, the description in 1981 of four 
young men with a previously rare form of pneumonia was the first in a wide range of 
epidemiological studies on the condition that became known as the acquired 
immunodeficiency syndrome (AIDS). 


Experimental studies 


Experimental or intervention studies involve an active attempt to change a disease 
determinant- such as an exposure or a behaviour — or the progress of a disease through 
treatment, and are similar in design to experiments in other sciences. However, they 
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Table 3.1. Types of epidemiological study 





Type of study Alternative name Unit of study 





Observational studies 
Descriptive studies 
Analytical studies 


Ecological Correlational Populations 

Cross-sectional Prevalence Individuals 

Case-control Case-reference Individuals 

Cohort Follow-up Individuals 

Experimental studies Intervention studies 

Randomized controlled Clinical trials Individuals 

trials 

Cluster randomized Groups 

controlled trials 

Field trials 

Community trials Community intervention Healthy people 
studies Communities 





are subject to extra constraints, since the health of the people in the study group may 
be at stake. Major experimental study designs include the following: 


e randomized controlled trials using patients as subjects (clinical trials), 
e field trials in which the participants are healthy people, and 
e community trials in which the participants are the communities themselves. 


In all epidemiological studies it is essential to have a clear definition of a case of the 
disease being investigated by delineating the symptoms, signs or other characteristics 
indicating that a person has the disease. A clear definition of an exposed person is also 
necessary. This definition must include all the characteristics that identify a person as 
being exposed to the factor in question. In the absence of clear definitions of disease 
and exposure, it is very difficult to interpret the data from an epidemiological study. 


Observational epidemiology 


Descriptive studies 


A simple description of the health status of a community, based on routinely avail- 
able data or on data obtained in special surveys as described in Chapter 2, is often 
the first step in an epidemiological investigation. In many countries this type of study 
is undertaken by a national centre for health statistics. Pure descriptive studies make 
no attempt to analyse the links between exposure and effect. They are usually based 
on mortality statistics and may examine patterns of death by age, sex or ethnicity 
during specified time periods or in various countries. 

A classic example of descriptive data is shown in Figure 3.1, which charts the 
pattern of maternal mortality in Sweden since the middle of the eighteenth century, 
showing maternal death rates per 100 000 live births.? Such data can be of great 
value when identifying factors that have caused such a clear downward trend. It is 





Figure 3.1. Maternal mortality rates in Sweden, 1750-19752 
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interesting to speculate on the possible changes in the living conditions of young 
women in the 1860s and 1870s which might have caused the temporary rise in 
maternal mortality at that time. In fact, this was a time of great poverty in Sweden 
and almost one million Swedes emigrated; most went to the United States of 
America. 

Figure 3.2 is also based on routine death statistics and provides an example of the 
change in death rates of heart disease over time in six countries. It shows that death 
rates from heart disease have fallen by up to 70% in the last three decades in several 
countries, including Australia, Canada, the United Kingdom and the United States 
of America. Yet during the same time, the rates in other countries — such as Brazil 
and the Russian Federation - have remained the same or increased.’ The next step 
in investigating this difference would require information about the comparability of 
the death certificates, changes in the incidence and case-fatality of the disease, and 
changes in the risk factors to which the relative populations have been exposed. 


Ecological studies 


Ecological (or correlational) studies are useful for generating hypotheses. In an 
ecological study, the units of analysis are groups of people rather than individuals. 
For example, a relationship was found between average sales of an anti-asthma 
drug and the occurrence of an unusually high number of asthma deaths in differ- 
ent provinces of New Zealand.* Such an observation would need to be tested by 
controlling for all the potential confounders to exclude the possibility that other 
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Figure 3.2. Age-standardized death rates from heart disease among men aged 30 years or more,? 1950-2002 
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characteristics — such as disease severity in the different populations — did not account 
for the relationship. 

Ecological studies can also be done by comparing populations in different places 
at the same time or, in a time series, by comparing the same population in one place 
at different times. One example is the use of ecological data in the World Health 
Chart (see Box 4.2). Time series may reduce some of the socioeconomic confounding 
that is a potential problem in ecological studies. If the time period in a time series is 
very short, as it is in daily time series studies (Figure 3.3), confounding is virtually 
zero as the people in the study serve as their own controls. 





Figure 3.3. Deaths during heat wave in Paris, 2003° 
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Although simple to conduct and thus attractive, ecological studies are often 
difficult to interpret since it is seldom possible to examine directly the various potential 
explanations for findings. Ecological studies usually rely on data collected for other 
purposes; data on different exposures and on socioeconomic factors may not be 
available. In addition, since the unit of analysis is a group, the link between exposure 
and effect at the individual level can not be made. One attraction of ecological studies 
is that data can be used from populations with widely differing characteristics or 
extracted from different data sources. 

The increasing death rate during the heat wave in France in 2003 (Figure 3.3) 
correlated well with increasing temperature, although increasing daily air pollution 
also played a role. This increase of deaths occurred mainly among elderly people and 
the immediate cause of death was often recorded as heart or lung disease. 


Ecological fallacy 


An ecological fallacy or bias results if inappropriate conclusions are drawn on the 
basis of ecological data. The bias occurs because the association observed between 
variables at the group level does not necessarily represent the association that exists 
at the individual level (see Chapter 2). An example of an ecological fallacy would be 
the lack of relationship between maternal deaths and absence of skilled birth atten- 
dants in the four regions to the right in Figure 3.4.° Clearly many factors other than 
the presence of a skilled birth attendant impact on the outcome of a delivery. Such 
ecological inferences, however limited, can provide a fruitful start for more detailed 
epidemiological work. 
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Figure 3.4. Neonatal and maternal mortality are related to the absence of a skilled birth attendant® 
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Cross-sectional studies 





Cross-sectional studies measure the prevalence of disease and thus are often called 
prevalence studies. In a cross-sectional study the measurements of exposure and 
effect are made at the same time. It is not easy to assess the reasons for associations 
shown in cross-sectional studies. The key question to be asked is whether the expo- 
sure precedes or follows the effect. If the exposure data are known to represent 
exposure before any effect occurred, the data from a cross-sectional study can be 
treated like data generated from a cohort study. 

Cross-sectional studies are relatively easy and inexpensive to conduct and are 
useful for investigating exposures that are fixed characteristics of individuals, such as 
ethnicity or blood group. In sudden outbreaks of disease, a cross-sectional study to 
measure several exposures can be the most convenient first step in investigating 
the cause. 

Data from cross-sectional studies are helpful in assessing the health care needs 
of populations. Data from repeated cross-sectional surveys using independent ran- 
dom samples with standardized definitions and survey methods provide useful 
indications of trends.”* Each survey should have a clear purpose. Valid surveys need 
well-designed questionnaires, an appropriate sample of sufficient size, and a good 
response rate. 

Many countries conduct regular cross-sectional surveys on representative sam- 
ples of their populations focusing on personal and demographic characteristics, 
illnesses and health-related habits. Frequency of disease and risk factors can then be 
examined in relation to age, sex and ethnicity. Cross-sectional studies of risk factors 
for chronic diseases have been done in a wide range of countries (Box 3.1) 


Box 3.1. WHO Global InfoBase: an online tool 


The WHO Global InfoBase (http://infobase.who.int) is a data warehouse that collects, 
stores and displays information on chronic diseases and their risk factors (overweight/ 
obesity, blood pressure, cholesterol, alcohol, tobacco use, fruit/vegetable intake, physical 
inactivity, diabetes) for 186 countries. The InfoBase was initiated in 2002 to improve the 
access of health professionals and researchers to country-reported chronic disease risk 


factor data. It has the advantage of providing traceable sources and full survey methodol- 
ogy. The following options are available online: 


e compare countries using WHO estimates for certain risk factors 
e make country profiles showing the most recent most nationally-representative data 
e use a survey search tool for all country data on particular risk factors 





Case-control studies 


Case-control studies provide a relatively simple way to investigate causes of diseases, 
especially rare diseases. They include people with a disease (or other outcome vari- 
able) of interest and a suitable control (comparison or reference) group of people 
unaffected by the disease or outcome variable. The study compares the occurrence 
of the possible cause in cases and in controls. The investigators collect data on disease 
occurrence at one point in time and exposures at a previous point in time. 


Case-control studies are longitudinal, in contrast to cross-sectional studies 
(Figure 3.5). Case-control studies have been called retrospective studies since the 
investigator is looking backward from the disease to a possible cause. This can be 
confusing because the terms retrospective and prospective are also used to describe 
the timing of data collection in relation to the current date. In this sense a case-control 
study may be either retrospective, when all the data deal with the past, or prospective, 
in which data collection continues with the passage of time. 





Figure 3.5. Design of a case-control study 
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Selection of cases and controls 
A case-control study begins with the selection of cases; these cases should represent 


all the cases in a specified population group. Cases are selected on the basis of dis- 
ease, not exposure. Controls are people without the disease. A critical and challenging 
aspect of population-based case control studies is finding a cost-effective way to 
identify and enroll control subjects.’ The most difficult task is to select controls so 
as to sample the exposure prevalence in the population that generated the cases. 
Furthermore, the choice of controls and cases must not be influenced by exposure 
status, which should be determined in the same manner for both. It is not necessary 
for cases and controls to be all-inclusive; in fact they can be restricted to any specified 
subgroup, such as elderly people, males or females. 

The controls should represent people who would have been designated study 
cases if they had developed the disease. Ideally, case-control studies use new (inci- 
dent) cases to avoid the difficulty of separating factors related to causation and 
survival (or recovery), although studies have often been conducted using prevalence 
data (for example, case-control studies of congenital malformations). Case control 
studies can estimate relative risk of disease, but they can not determine the absolute 
incidence of disease. 


Exposure 
An important aspect of case-control studies is the determination of the start and 


duration of exposure for cases and controls. In the case-control design, the exposure 
status of the cases is usually determined after the development of the disease 
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(retrospective data) and usually by direct questioning of the affected person or a 
relative or friend (Box 3.2). The informant’s answers may be influenced by knowledge 
about the hypothesis under investigation or the disease experience itself. 

An example of the use of a case-control study design 
is shown in Table 3.2. Researchers in Papua New Guinea 
compared the history of meat consumption in people who 
A classic example of a case-control study was the dis- had enteritis necroticans, with people who did not have 
covery of the relationship between thalidomide and limb the disease. Proportionately more people who had the 


defects in babies born in the Federal Republic of Ger- dj (50 of 6| ) tëdoti i ti 
many in 1959 and 1960. The study, done in 1961, pease o CASES EPONE DHOPMEAE CONSHpHoN 


compared affected children with normal children. Of 46 than those who were not affected (16 of 57)."' 

mothers whose babies had malformations, 41 had been Exposure is sometimes determined by biochemical 
given thalidomide between the fourth and ninth weeks measurements (e.g. lead in blood or cadmium in urine), 
of pregnancy, whereas none of the 300 control mothers, which may not accurately reflect the relevant past expo- 
whose children were normal, had taken the drug during : ; 

a ne : sure. For example, lead in blood at age 6 years is not a 
pregnancy.'° Accurate timing of the drug intake was d indi f hich i 
crucial for determining relevant exposure. good indicator of exposure at age | to 2 years, which is 

the age of greatest sensitivity to lead. This problem can be 

avoided if exposure can be estimated from an established 
recording system (e.g. stored results of routine blood testing or 
employment records) or if the case-control study is carried out prospectively so that 
exposure data are collected before the disease develops. 


Box 3.2. Thalidomide 





Odds ratio 

The association of an exposure and a disease (relative risk) in a case-control study is 

measured by calculating the odds ratio (OR), which is the ratio of the odds of exposure 
among the cases to the odds of exposure among the con- 


Table 3.2. Association between meat consumption trols. For the data in Table 3.2, the odds ratio is given by: 
and enteritis necroticans in Papua New Guinea" 











50 x 4l 
OR = (50/11) = (16/41) = *4 = 11.6 
Exposure (recent 11 x 16 
meat ingestion) 
Yes No Total This indicates that the cases were 11.6 times more likely 
than the controls to have recently eaten meat. 
Disease (enteritis Yes 50 11 61 n+ m . . ; 
necroticans) The odds ratio is very similar to the risk ratio, partic- 
No 16 41 57 ularly if a disease is rare. For the odds ratio to be a good 
Total 66 52 118 approximation, the cases and controls must be represen- 





tative of the general population with respect to exposure. 
However, because the incidence of disease is unknown, 
the absolute risk can not be calculated. An odds ratio should be accompanied by the 
confidence interval observed around the point estimate (see Chapter 4). 


Cohort studies 


Cohort studies, also called follow-up or incidence studies, begin with a group of 
people who are free of disease, and who are classified into subgroups according to 
exposure to a potential cause of disease or outcome (Figure 3.6). Variables of interest 
are specified and measured and the whole cohort is followed up to see how the 
subsequent development of new cases of the disease (or other outcome) differs 
between the groups with and without exposure. Because the data on exposure and 
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Figure 3.6. Design of a cohort study 
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disease refer to different points in time, cohort studies are longitudinal, like case- 
control studies. 

Cohort studies have been called prospective studies, but this terminology is 
confusing and should be avoided. As mentioned previously, the term “prospective” 
refers to the timing of data collection and not to the relationship between exposure 
and effect. Thus there can be both prospective and retrospective cohort studies. 

Cohort studies provide the best information about the causation of disease and 
the most direct measurement of the risk of developing disease. Although conceptu- 
ally simple, cohort studies are major undertakings and may 
require long periods of follow-up since disease may occur 
a long time after exposure. For example, the induction pe- 
riod for leukaemia or thyroid cancer caused by radiation An example of measuring effects over a long time period 
(i.e. the time required for the specific cause to produce an is the catastrophic poisoning of residents around a 


outcome) is many yearsand it is necessary to fallow a pesticide factory in Bhopal, India, in 1984.!'? An inter- 
yy ne y p mediate chemical in the production process, methyl 


study participants for a long time. Many exposures inves- isocyanate, leaked from a tank and the fumes drifted into 
tigated are long-term in nature and accurate information surrounding residential areas, exposing half a 


about them requires data collection over long periods. million people to the gas. 20 000 people died as a result 
However, in the case of tobacco use, many people have of this exposure. In addition, 120 000 people still suffer 
relatively stable habits and information about past and Ale ENGELS CAUSA By. Mie a ade peguen 


b jiected at the:ti h 3 pollution. The acute effects were easily studied with a 
CUNEN L EXPOSUNE CANDE CONECLEG aline UME KE CONG cross-sectional design. More subtle chronic effects and 


is defined. those developing only after a long latency period are still 
In situations with sudden acute exposures, the cause- being studied using cohort study designs. 


effect relationship for acute effects may be obvious, but 
cohort studies are also used to investigate late or chronic 
effects (Box 3.3). 

As cohort studies start with exposed and unexposed people, the difficulty of 
measuring or finding existing data on individual exposures largely determines the 
feasibility of doing one of these studies. If the disease is rare in the exposed group as 
well as the unexposed group there may also be problems in obtaining a large enough 
study group. 


Box 3.3. Late effects of poisoning: Bhopal 
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The expense of a cohort study can be reduced by using routine sources infor- 
mation about mortality or morbidity, such as disease registers or national registers of 
deaths as part of the follow-up. One example is the Nurses Health Study (Box 3.4). 


Box 3.4. Nurses’ Health Study 


Although cost is a major factor in large cohort studies, 
methods have been developed to make them less ex- 
pensive to run. In 1976, 121 700 married female nurses 
aged 30-55 years completed the initial Nurses’ Health 
Survey questionnaire. Every two years, self-administered 
questionnaires were sent to these nurses, who supplied 
information on their health behaviours and reproductive 
and medical histories. The initial cohort was enrolled 
with the objective of evaluating the health effects of oral 
contraceptive use. Investigators tested their methods on 
small subgroups of the larger cohort, and obtained in- 
formation on disease outcomes from routine data 
sources.'* In addition to studying the relationship be- 
tween oral contraceptive use and the risk of ovarian and 
breast cancer, they were also able to evaluate other dis- 
eases in this cohort - such as heart disease and stroke, 
and the relationship between smoking and the risk of 
stroke; as shown in Table 2.3. Although stroke is a rel- 
atively common cause of death, it is a rare occurrence 
in younger women, and so a large cohort is 
necessary. !° 





Since cohort studies take healthy people as their start- 
ing-point, it is possible to examine a range of outcomes 
(in contrast to what can be achieved in case-control stud- 
ies). For example, the Framingham study — a cohort study 
that began in 1948 - has investigated the risk factors for 
a wide range of diseases, including cardiovascular and res- 
piratory diseases and musculoskeletal disorders. '4 

Similar large-scale cohort studies have been started in 
China. Baseline demographic characteristics, medical his- 
tories, and major cardiovascular risk factors including 
blood pressure and body weight were obtained from a 
representative sample of 169 871 men and women 40 
years of age and older in 1990. Researchers plan to follow 
this cohort on a regular basis.'° 

A special type of cohort study is the study of iden- 
tical twins, where the confounding factor of genetic 
variation — between people exposed and not exposed to a 
particular factor - can be eliminated. Such studies have 
provided strong evidence for a variety of cause-effect re- 
lationships for chronic diseases. The Swedish twin registry 
is a good example of the type of data source that can be 
used to answer many epidemiological questions. 'é 


Historical cohort studies 

Costs can occasionally be reduced by using a historical cohort (identified on the basis 
of records of previous exposure). This type of investigation is called a historical cohort 
study, because all the exposure and effect (disease) data have been collected before 


Box 3.5. Nested case-control study of gastric 
cancer 


To determine if infection with Helicobacter pylori was 
associated with gastric cancer, investigators used a co- 
hort of 128 992 people that had been established in 
the mid-1960s. By 1991, 186 people in the original co- 
hort had developed gastric cancer. The investigators 
then did a nested case-control study by selecting the 
186 people with gastric cancer as cases and another 
186 cancer-free individuals from the same cohort as 
controls. H. pylori infection status was determined ret- 
rospectively from serum samples that had been stored 
since the 1960s. 84% of people with gastric cancer - 
and only 61% of the controls — had been infected pre- 
viously with H. pylori, suggesting a positive association 
between H. pylori infection and gastric cancer risk.'® 





the actual study begins. For example, records of military 
personnel exposure to radioactive fall-out at nuclear bomb 
testing sites have been used to examine the possible causal 
role of fall-out in the development of cancer over the past 
30 years.'’ This sort of design is relatively common for 
studies of cancer related to occupational exposures. 


Nested case-control studies 

The nested case-control design makes cohort studies less 
expensive. The cases and controls are both chosen from 
a defined cohort, for which some information on expo- 
sures and risk factors is already available (Figure 3.7). 
Additional information on new cases and controls, par- 
ticularly selected for the study, is collected and analysed. 
This design is particularly useful when measurement of 
exposure is expensive. An example of a nested case control 
study is shown in Box 3.5. 
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Figure 3.7. Identifying cases and controls for a nested case-control study 
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Summary of epidemiological studies 


Table 3.3 summarizes the applications of different observational studies and Table 3.4 
outlines the advantages, disadvantages and the likelihood of errors (discussed later 
in this chapter). 





Table 3.3. Applications of different observational study designs ° 








Objective Ecological Cross-sectional Case-control Cohort 
Investigation of rare disease ++++ = +++++ — 
Investigation of rare cause ++ - - +4444 
Testing multiple effects of cause + ++ - +++++ 
Study of multiple exposures and determinants ++ ++ +4+4++ +++ 
Measurements of time relationship ++ - +’ titt 
Direct measurement of incidence - - +° +EP 
Investigation of long latent periods - = +++ - 





4+.,.4++++ indicates the general degree of suitability (there are exceptions); — not suitable 
P If prospective. 
° If population-based. 


Experimental epidemiology 


Intervention or experimentation involves attempting to change a variable in one or 
more groups of people. This could mean the elimination of a dietary factor thought 
to cause allergy, or testing a new treatment on a selected group of patients. The effects 
of an intervention are measured by comparing the outcome in the experimental group 
with that in a control group. Since the interventions are strictly determined by the 
study protocol, ethical considerations are of paramount importance in the design of 
these studies. For example, no patient should be denied appropriate treatment as a 
result of participation in an experiment, and the treatment being tested must be 
acceptable in the light of current knowledge. Informed consent from study partici- 
pants is required in almost all circumstances. 
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Table 3.4. Advantages and disadvantages of different observational study designs 








Ecological Cross-sectional Case-conirol Cohort 
Probability of: 
selection bias NA medium high low 
recall bias NA high high low 
loss to follow-up NA NA low high 
confounding High medium medium medium 
time required Low medium medium high 
cost Low medium medium high 


NA: not applicable. 


An interventional study is usually designed as a randomized controlled trial, a 
field trial, or a community trial. 


Randomized controlled trials 


A randomized controlled trial is an epidemiological experiment designed to study the 
effects of a particular intervention, usually a treatment for a specific disease (clinical 
trial). Subjects in the study population are randomly allocated to intervention and 
control groups, and the results are assessed by comparing outcomes. 

To ensure that the groups being compared are equivalent, patients are allocated 
to them randomly, i.e. by chance. If the initial selection and randomization is done 
properly, the control and treatment groups will be comparable at the start of the 
investigation; any differences between groups are chance occurrences unaffected by 
the conscious or unconscious biases of the investigators. 





Figure 3.8. Design of a field trial 
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Field trials 


Field trials, in contrast to clinical trials, involve people who are healthy but pre- 
sumed to be at risk; data collection takes place “in the field,” usually among 
non-institutionalized people in the general population (Figure 3.8). Since the subjects 
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are disease-free and the purpose is to prevent diseases that may occur with relatively 
low frequency, field trials are often logistically complicated and expensive endeavours. 
One of the largest field trials was that testing the Salk vaccine for the prevention of 
poliomyelitis, which involved over one million children. 

Field trials can be used to evaluate interventions aimed at reducing exposure 
without necessarily measuring the occurrence of health effects. For instance, different 
protective methods for pesticide exposure have been tested in this way and mea- 
surement of blood lead levels in children has shown the protection provided by 
elimination of lead paint in the home environment. Such intervention studies can be 
done on a smaller scale, and at lower cost, as they do not involve lengthy follow-up 
or measurement of disease outcomes. 


Community trials 


In this form of experiment, the treatment groups are com- 
munities rather than individuals. This is particularly ap- 
propriate for diseases that are influenced by social 
conditions, and for which prevention efforts target group 
behaviour. Cardiovascular disease is a good example of a 
condition appropriate for community trials although unan- 
ticipated methodological issues can arise in large commu- 
nity intervention trials (Box 3.6). 


Box 3.6. Stanford 
Intervention Trial 


Five-City Community 


The Stanford Five-City Project started in 1978 as one of 
several community intervention studies designed to 
lower population risk of cardiovascular disease. Re- 
searchers believed that the community approach was 
the best way to address the large compounded risk of 
mild elevations of multiple risk factors and the interre- 
lation of several health behaviours. Although some 
components of the intervention proved effective when 
evaluated individually (for example, efficiency of the 
mass media and other community-wide programs), 
large, favourable changes in risk factor also occurred in 


Limitations of community trials 
A limitation of such studies is that only a small number of 
communities can be included and random allocation of 


communities is usually not practicable; other methods are 
required to ensure that any differences found at the end 
of the study can be attributed to the intervention rather 
than to inherent differences between communities.'? Fur- 


the control sites. Part of the problem was related to de- 
sign limitations. Internal validity was compromised by 
the fact that only a few intervention units could be 
studied in sufficient detail. Researchers also noted the 


need to improve educational interventions and expand 
the environmental and health policy components of 
health promotion.'” 


thermore, it is difficult to isolate the communities where 
intervention is taking place from general social changes 
that may be occurring. Design limitations, especially in the 
face of unexpectedly large, favourable risk factor changes 
in control sites, are difficult to overcome. As a result, definitive conclusions about 
the overall effectiveness of the community-wide efforts are not always possible. 
Figure 3.9 shows a community trial of a tuberculosis outreach programme in 
rural Ethiopia.?! 32 communities - with a combined population of 350 000 people — 
were randomly allocated to intervention and control groups. The study showed that 
community outreach improved the speed of case-finding (more cases identified in 
the first 3 months) although the treatment outcome remained the same at 12 months. 





Potential errors in epidemiological studies 


Epidemiological investigations aim to provide accurate measures of disease occur- 
rence (or other outcomes). However, there are many possibilities for errors in 
measurement. Epidemiologists devote much attention to minimizing errors and as- 
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sessing the impact of errors that can not be eliminated. Sources of error can be random 
or systematic. 





Figure 3.9. Trial profile of communities randomized to intervention and control?’ 
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20 communities 
followed up; 221 smear-positive 
tuberculosis cases detected 


12 communities 
followed up; 159 smear-positive 
tuberculosis patients detected 





128 (81%) 165 (75%) 
successfully completed treatment successfully completed treatment 
26 (16%) defaulted 48 (22%) defaulted 





5 (3%) died 7 (3%) died 


1 had treatment failure 





Random error 


Random error is when a value of the sample measurement diverges - due to chance 
alone — from that of the true population value. Random error causes inaccurate mea- 
sures of association. There are three major sources of random error: 


e individual biological variation: 
e sampling error; and 
e measurement error. 


Random error can never be completely eliminated since we can study only a sample 
of the population. Sampling error is usually caused by the fact that a small sample is 
not representative of all the population’s variables. The best way to reduce sampling 
error is to increase the size of the study. Individual variation always occurs and no 
measurement is perfectly accurate. Measurement error can be reduced by stringent 
protocols, and by making individual measurements as precise as possible. Investiga- 
tors need to understand the measurement methods being used in the study, and the 
errors that these methods can cause. Ideally, laboratories should be able to docu- 
ment the accuracy and precision of their measurements by systematic quality control 
procedures. 


Sample size 


The sample size must be large enough for the study to have sufficient statistical power 
to detect the differences deemed important. Sample size calculations can be done 





with standard formulae as provided in Chapter 4. The following information is needed 
before the calculation can be done: 


e required level of statistical significance of the ability to detect a difference 
e acceptable error, or chance of missing a real effect 

e magnitude of the effect under investigation 

e amount of disease in the population 

e relative sizes of the groups being compared. 


In reality, sample size is often determined by logistic and financial considerations, 
and a compromise always has to be made between sample size and costs. A practical 
guide to determining sample size in health studies has been published by WHO.” 

The precision of a study can also be improved by ensuring that the groups are 
of appropriate relative size. This is often an issue of concern in case-control studies 
when a decision is required on the number of controls to be chosen for each case. It 
is not possible to be definitive about the ideal ratio of controls to cases, since this 
depends on the relative costs of accumulating cases and controls. If cases are scarce 
and controls plentiful, it is appropriate to increase the ratio of controls to cases. For 
example, in the case-control study of the effects of thalidomide (Box 3.2), 46 affected 
children were compared with 300 normal children. In general, however, there may 
be little point in having more than four controls for each case. It is important to ensure 
that there is sufficient similarity between cases and controls when the data are to be 
analysed by, for example, age group or social class; if most cases and only a few 
controls were in the older age groups, the study would not be able to account for the 
confounding factor of age. 


Systematic error 


Systematic error (or bias) occurs in epidemiology when results differ in a systematic 
manner from the true values. A study with a small systematic error is said to have a 
high accuracy. Accuracy is not affected by sample size. 

The possible sources of systematic error in epidemiology are many and varied: 
over 30 specific types of bias have been identified. The principal biases are: 


e selection bias 
e measurement (or classification) bias. 


Selection bias 


Selection bias occurs when there is a systematic difference between the characteristics 
of the people selected for a study and the characteristics of those who are not. An 
obvious source of selection bias occurs when participants select themselves for a 
study, either because they are unwell or because they are particularly worried about 
an exposure. It is well known, for example, that people who respond to an invitation 
to participate in a study on the effects of smoking differ in their smoking habits 
from non-responders; the latter are usually heavier smokers. In studies of children’s 
health, where parental cooperation is required, selection bias may also occur. In a 
cohort study of newborn children,” successful 12-month follow-up varied 
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according to income level of the parents. If individuals entering or remaining in a 
study have different characteristics from those who are not selected initially, or who 
drop out before completion, the result is a biased estimate of the association between 
exposure and outcome. 

An important selection bias is introduced when the disease or factor under 
investigation itself makes people unavailable for study. For example, in a factory where 
workers are exposed to formaldehyde, those who suffer most from eye irritation are 
most likely to leave their jobs. The remaining workers are less affected anda prevalence 
study of the association between formaldehyde exposure and eye irritation that is 
done only in the workplace may be very misleading. 

In such occupational epidemiology studies this important selection bias is called 
the healthy worker effect (Chapter 9). Workers have to be healthy enough to perform 
their duties; the severely ill and disabled are usually excluded from employment. 
Similarly, if a study is based on examinations done in a health centre and there is no 
follow-up of participants who do not turn up, biased results may be produced: unwell 
patients may be in bed either at home or in hospital. All epidemiological study designs 
need to account for selection bias. 


Measurement bias 


Measurement bias occurs when the individual measurements or classifications of 
disease or exposure are inaccurate — that is, they do not measure correctly what they 
are supposed to measure. There are many sources of measurement bias and their 
effects are of varying importance. For instance, biochemical or physiological mea- 
surements are never completely accurate and different laboratories often produce 
different results on the same specimen. If specimens from the exposed and control 
groups are analysed randomly by different laboratories, there is less chance for sys- 
tematic measurement bias than in the situation where all specimens from the exposed 
group are analysed in one laboratory and all those from the control group are analysed 
in another. 

A form of measurement bias of particular importance in retrospective case- 
control studies is known as recall bias. This occurs when there is a differential recall 
of information by cases and controls; for instance, cases may be more likely to recall 
past exposure, especially if it is widely known to be associated with the disease under 
study — for example, lack of exercise and heart disease. Recall bias can either exag- 
gerate the degree of effect associated with the exposure — as with people affected by 
heart disease being more likely to admit to a past lack of exercise — or underestimate 
it — if cases are more likely than controls to deny past exposure. 

If measurement bias occurs equally in the groups being compared, it almost 
always results in an underestimate of the true strength of the relationship. Such 
non-differential bias may account for apparent discrepancies in the results of different 
epidemiological studies. 

If the investigator, laboratory technician or the participant knows the exposure 
status, this knowledge can influence measurements and cause observer bias. To avoid 
this bias, measurements can be made in a b/ind or double-blind fashion. A blind 
study means that the investigators do not know how participants are classified. 
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A double-blind study means that neither the investigators, nor the participants, know 
how the latter are classified. 


Confounding 


Confounding is another major issue in epidemiological studies. In a study of the 
association between exposure to a cause (or risk factor) and the occurrence of 
disease, confounding can occur when another exposure exists in the study popu- 
lation and is associated both with the disease and the exposure being studied. A 
problem arises if this extraneous factor — itself a determinant or risk factor for the 
health outcome — is unequally distributed between the exposure subgroups. Con- 
founding occurs when the effects of two exposures (risk factors) have not been 
separated and the analysis concludes that the effect is due to one variable rather than 
the other. To be a confounding factor, two conditions must be met (Figure 3.10). 





Figure 3.10. Confounding: relationship between coffee drinking (exposure), heart 
disease (outcome), and a third variable (tobacco use) 
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Confounding arises because non-random distribution of risk factors in the source 
population also occurs in the study population thus providing misleading estimates 
of effect (see Box 3.7). In this sense, it might appear to be 
a bias, but in fact it does not result from systematic error 
in research design.” 

Age and social class are often confounders in epi- 


Box 3.7. Confounding: difficult to control 


The word “confounding” comes from the Latin confun- 
dere, meaning to mix together. Confounding can have 


demiological studies. An association between high blood a very important influence, and may even change the 
pressure and coronary heart disease may in truth represent apparent direction of an association. A variable that ap- 
concomitant changes in the two variables that occur with pears to be protective may, after control of confounding, 


increasing age: the potential confounding effect of age has be found a be harmful. The most common concern 
to be considered, and when this is done it is seen that high about confoundingis-thatiit may create the appearance 


blood pressure indeed increases the risk of coronary heart 


of a cause-effect relationship that does not actually exist. 
For a variable to be a confounder, it must, in its own 
disease. right, be a determinant of the occurrence of disease (i.e. 

In the example in Figure 3.10, confounding may be a risk factor) and associated with the exposure under 


the explanation for the relationship demonstrated be- investigation. Thus, in a study of radon exposure and 


lung cancer, smoking is not a confounder if the smoking 
habits are identical in the radon-exposed and control 
groups. 


tween coffee drinking and the risk of coronary heart 
disease, since it is known that coffee consumption is as- 
sociated with tobacco use: people who drink coffee are 
more likely to smoke than people who do not drink coffee. 
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It is also well known that cigarette smoking is a cause of coronary heart disease. 
It is thus possible that the relationship between coffee drinking and coronary heart 
disease merely reflects the known causal association of tobacco use and heart 
disease. In this situation, smoking confounds the apparent relationship between 
coffee consumption and coronary heart disease because smoking is correlated with 
coffee drinking and is a risk factor even for those who do not drink coffee. 


The control of confounding 


Several methods are available to control confounding, either through study design or 
during the analysis of results. 

The methods commonly used to control confounding in the design of an epi- 
demiological study are: 


e randomization 
e restriction 
e matching. 


At the analysis stage, confounding can be controlled by: 


e stratification 
e statistical modeling. 


Randomization 

In experimental studies, randomization is the ideal method for ensuring that potential 
confounding variables are equally distributed among the groups being compared. The 
sample sizes have to be sufficiently large to avoid random maldistribution of such 
variables. Randomization avoids the association between potentially confounding 
variables and the exposure that is being considered. 


Restriction 

One way to control confounding is to limit the study to people who have particular 
characteristics. For example, in a study on the effects of coffee on coronary heart 
disease, participation in the study could be restricted to nonsmokers, thus removing 
any potential effect of confounding by cigarette smoking. 


Matching 
Matching is used to control confounding by selecting study participants so as to 
ensure that potential confounding variables are evenly distributed in the two groups 
being compared. For example, in a case-control study of exercise and coronary heart 
disease, each patient with heart disease can be matched with a control of the same 
age group and sex to ensure that confounding by age and sex does not occur. Match- 
ing has been used extensively in case-control studies but it can lead to problems in 
the selection of controls if the matching criteria are too strict or too numerous; this 
is called overmatching. 

Matching can be expensive and time-consuming, but is particularly useful if the 
danger exists of there being no overlap between cases and controls, such as in a 
situation where the cases are likely to be older than the controls. 





Stratification and statistical modelling 

In large studies it is usually preferable to control for confounding in the analytical 
phase rather than in the design phase. Confounding can then be controlled by strat- 
ification, which involves the measurement of the strength of associations in well 
defined and homogeneous categories (strata) of the confounding variable. If age is a 
confounder, the association may be measured in, say, 10-year age groups; if sex or 
ethnicity is a confounder, the association is measured separately in men and women 
or in the different ethnic groups. Methods are available for summarizing the overall 
association by producing a weighted average of the estimates calculated in each 
separate stratum. 

Although stratification is conceptually simple and relatively easy to carry out, it 
is often limited by the size of the study and it can not help to control many factors 
simultaneously, as is often necessary. In this situation, multivariate statistical mod- 
eling is required to estimate the strength of the associations while controlling for 
several confounding variables simultaneously; a range of statistical techniques is 
available for these analyses (Chapter 4). 


Validity 


Validity is an expression of the degree to which a test is capable of measuring what 
it is intended to measure. A study is valid if its results correspond to the truth; there 
should be no systematic error and the random error should be as small as possible. 
Figure 3.1 | indicates the relationship between the true value and measured values for 
low and high validity and reliability. With low reliability but high validity the measured 
values are spread out, but the mean of the measured values is close to the true value. 
On the other hand, a high reliability (or repeatability) of the measurements does not 
ensure validity since they may all be far from the true value. There are two types of 
validity: internal and external. 





Figure 3.11. Validity and reliability 
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Internal validity 

Internal validity is the degree to which the results of an observation are correct for 
the particular group of people being studied. For example, measurements of blood 
haemoglobin must distinguish accurately participants with anaemia as defined in the 
study. Analysis of the blood in a different laboratory may produce different results 
because of systematic error, but the evaluation of associations with anaemia, as mea- 
sured by one laboratory, may still be internally valid. 

For a study to be of any use it must be internally valid, although even a study 
that is perfectly valid internally may be of no consequence because the results can 
not be compared with other studies. Internal validity can be threatened by all sources 
of systematic error but can be improved by good design and attention to detail. 





External validity 

External validity or generalizability is the extent to which the results of a study apply 
to people not in it (or, for example, to laboratories not involved in it). Internal validity 
is necessary for, but does not guarantee, external validity, and is easier to achieve. 
External validity requires external quality control of the measurements and judgements 
about the degree to which the results of a study can be extrapolated. This does 
not require that the study sample be representative of a reference population. For 
example, evidence that the effect of lowering blood cholesterol in men is also relevant 
to women requires a judgment about the external validity of studies in men. External 
validity is assisted by study designs that examine clearly-stated hypotheses in well 
defined populations. The external validity of a study is supported if similar results are 
found in studies in other populations.” 


Ethical issues 


Ethical issues are those involving actions and policies that are right or wrong, fair or 
unfair, just or unjust. Ethical dilemmas arise frequently in the practice of epidemiology 
and ethical principles govern the conduct of epidemiology, as they do all human 
activities. Guidelines on the general conduct of research on human beings is discussed 
in Chapter I1. Research and monitoring are essential to ensure that public health 
interventions do not have serious unintended and harmful consequences as occurred 
in Bangladesh following the installation of wells (Box 3.8). 

All epidemiological studies must be reviewed and approved by ethical review 
committees (see Chapter | 1). The ethical principles that apply to epidemiologic prac- 
tice and research include: 


e informed consent 

e confidentiality 

e respect for human rights 
e scientific integrity. 


Informed consent 

Free and voluntary informed consent must be obtained from participants in epidemi- 
ological studies and they must retain the right to withdraw at any time. However, it 
may prove impracticable for informed consent to be given for access to routine med- 
ical records. In such cases, as is the norm in any other research study, epidemiologists 


Box 3.8. Unintended consequences: arsenic in tube wells in Bangladesh 


The installation of tube wells to improve rural standards of water and hygiene in Bangladesh 
over the past few decades, has been an important element in the control of cholera and 
other waterborne enteric diseases. Although 95% of the population now relies on ground- 
water from these wells, no testing for microbial counts, heavy metals or toxic chemicals 
was carried out in the initial stages. It was only in 1985 when a local physician in West 
Bengal, India, began noticing patients with clinical signs of arsenic intoxication (skin pig- 


mentation and increased rates of a variety of cancers), that the tube wells were checked. 
Currently about 30 million people, one quarter of Bangladesh’s population, are drinking 
water with significantly high levels of arsenic. All of the possible interventions to lower 
arsenic intake from water (treating water at the pump, in-home treatment of water, com- 
munity level water treatment, sealing wells with high arsenic content, and sinking deeper 
wells below the water table with high arsenic content) are either costly or require contin- 
uing maintenance and monitoring.” 7° 





must respect personal privacy and confidentiality at all times. They have an obligation 
to tell communities what they are doing and why, and to transmit the results of 
studies, and their significance, to the communities involved. All proposals for epi- 
demiological studies should be submitted to properly constituted institutional ethics 
committees before the research work begins. 


Confidentiality 

Epidemiologists also have an obligation to preserve confidentiality of information 
they obtain through their studies. This also extends to the right of a person to with- 
hold information from others. As information in medical records, case registers, and 
other data files and databases are generally confidential, epidemiologists are required 
to obtain permission before being given access to these data. 


Respect for individual rights 

Tension can often arise in epidemiological studies between the interests of the group 
and the interests of the individual. An example is provided by efforts to limit the 
public health impact of HIV/AIDS. Cuba successfully contained the spread of HIV/ 
AIDS by testing individuals at risk and segregating infected people from the general 
population.” Others argue that individual human rights are key to preventing infec- 
tion because spread of disease was facilitated by their denial; for example, women in 
many affected countries cannot refuse demands for unprotected sex. In addition, 
much of the behaviour that places individuals at risk of HIV/AIDS happens in 
private, beyond the reach of the state. Public health efforts to modify the behaviour 
of vulnerable people are unlikely to be successful without assurances that their in- 
terests will be protected. 


Scientific integrity 

All scientists have the potential to behave in an unethical manner, perhaps in part 
because of the pressure to succeed. Epidemiologists are not immune to unethical 
behaviour. Examples include research results apparently influenced by conflict of 
interests and the publication of fabricated data.’ ? Minimization of unethical be- 
haviour requires vigilance on the part of ethical review committees and close 
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attention to peer review of publications.*° The training and mentoring of epidemiol- 


ogists 


must include serious and repeated discussion of these issues. 


Study questions 


3al 


3.2 


3.3 
3.4 


3.5 


3.6 


3.7 


What are the applications and disadvantages of the major epidemiological 
study designs? 

Outline the design of a case-control study and a cohort study to examine the 
association of a high-fat diet with bowel cancer. 

What is random error and how can it be reduced? 

What are the main types of systematic error in epidemiological studies and 
how can their effects be reduced? 

Describe in which studies the relative risk (RR) and the odds ratio (OR) are 
used. Outline the reasons why they would be used in a particular study and 
not in another. 

In the case of a rare disease, the OR and RR can have very similar values. 
Explain the reasons behind this similarity. 

A cross-sectional study of Downs syndrome has found an association with 
birth order. What could be a cause of confounding and how would you 
avoid it? 
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Chapter 4 : a 
Basic biostatistics: 


concepts and tools 


O. Dale Williams 





Key messages 


e Basic epidemiology requires a knowledge of biostatistics. 

e Good quality tables and graphs provide effective means of communicating 
data. 

e Confidence intervals are valuable estimation tools and can be used to test 
hypotheses. 

e Although calculations can be complex, the concepts underlying statistical 
tests are often quite simple. 


Biostatistical concepts and tools are needed for summarizing and analysing data.'° 
Doing and interpreting epidemiological research requires the use of samples to make 
inferences about populations. This chapter will describe basic concepts and methods, 
and how to summarize data. 

In the event that students wish more details on these basic concepts, there are nu- 
merous online courses and texts freely available; see Chapter | | for some suggestions. 

Before describing the basic concepts and tools, it is useful to become familiar 
with the various methods for interpreting and communicating data. This section is 
intended to provide the most common ways of summarizing data; examples in other 
chapters are used to illustrate the general principles. 


Summarizing data 


Data exist as either numerical or categorical variables. 


e Numerical variables include counts, such as the number of children of a spe- 
cific age, and measurements, such as height and weight. 

e Categorical variables are the result of classifying. For instance, individuals can 
be classified into categories according to their blood group; A, B, O, or AB. 
Ordinal data - which express ranks - are a type of categorical data. 


Tables and graphs can be used for summarizing data. Summary numbers include 
medians, means, ranges, standard deviations, standard errors and variances. These 
are explained below, along with suggestions and cautions as to their appropriate use. 
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Tables and graphs 


Tables and graphs are important means of summarizing and displaying data, but they 
are seldom prepared with sufficient care. Their purpose is to display data in a way 
that can be quickly and easily understood. Zach table or graph should contain enough 
information so that it can be interpreted without reference to the text. 

Titles play a critical role in making a table or graph 
useful to the reader. Titles should specifically describe the 
numbers included in the cells of a table or represented by 


Box 4.1. The advantages of graphs versus tables 


Graphs have the advantages of: the points plotted on a graph. For tables, the title should 
e simplicity and clarity clearly state what the numbers in the cell represent, how 
e memorable visual images the cells are classified, and where and when the data were 
* being able to show complex relationships. collected. A common problem is for the title to state the 
They also emphasize numbers and tend to be popular, purpose of the table or graph rather than to describe what 
as evidenced by their use in general publications where contains: 


tables are rarely used. 


Tables have the advantages of: Epidemiologists often have to decide how to present 


; f ae data and whether to choose a table or a graph. While these 
e displaying more complex data with precision and an 
flexibility two share some common features, one is likely to be more 
e requiring less technical skill or facilities to suitable than the other in specific cases (Box 4. 1). 
prepare There are several types of graphs to consider. Here are 
e using less space for a given amount of information. some of the more popular, along with some guidance on 
their use. 





Box 4.2. World health chart 


The world health chart (http://www.gapminder.org/) shows global health development by 
a series of interactive charts linked to existing data. These charts are designed to promote 
better use of such data, inform advocacy efforts and stimulate hypothesis generation. The 
charts show time trends in a dynamic fashion, similar to a computer game. The world 


health chart can help to answer questions such as: 


e How do wealth and health relate historically? 
e Has the world become healthier over the past 50-100 years? 
e How have the differences in health between countries changed? 





Pie charts and component band charts 


Pie charts (Figure 7.1) and component band charts (Figure 6.2) display how a whole 
entity is divided into its parts. A pie chart represents this information with a circle 
and a component band chart represents it with a bar — both are divided into sections 
representing the different components. For pie charts, a useful rule is to place the 
pieces of the pie in order according to their size, starting at the equivalent of twelve 
o'clock and then progressing clockwise. In general, it is better to use component band 
charts for comparing how two or more whole entities are divided into their component 
parts than it is to place pie charts side by side. 
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Spot maps and rate maps 


Spot maps and rate maps display geographical locations of cases or rates. John Snow 
used this spot map to display where the cases of cholera occurred relative to the 
famous pump (Figure 4.1). Rate maps are slightly different in that geographical areas 
are shaded according to the differences in values; prevalence, incidence or mortality 
are often shown on rate maps. Areas with the highest rates are typically shaded with 
the darkest shades or the brightest colors (Figure 4.2). 


Figure 4.1. Deaths from cholera in central London, September 185467 
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Maps, charts, and atlases are used to display data in both a static form - such 
as in the Mental Health Atlas, the Tobacco Atlas, and the Cancer Atlas - and in an 
interactive form (Box 4.2), but these will not be discussed further in this chapter. A 
free online course for use of interactive maps based on data from the Human Devel- 
opment Report can be found at http://hdr.undp.org/statistics/data/animation.cfm. 


Bar charts 


Bar charts are best suited for displaying numbers or percentages that compare two 
or more categories of data, such as the proportions of male to female smokers. The 
lengths of the bars convey the essence of this comparison so that any alterations 
or distortions of these lengths - such as scale breaks - are usually inappropriate 
(Box 4.3). 
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Figure 4.2. Under-five mortality per 1000 live births in African countries, 2000 ® 
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If the bars are horizontal (Figure 2.3), rather than vertical (Figure 3.4), there is 
likely to be enough space to include clear labels for the categories. In some cases it 
can also help to arrange the bars according to their length. 


Line graphs 


Line graphs (Figure 6.1) are best suited for displaying the 
amount of change or difference in a continuous variable, 
Although inappropriate, scale breaks are often used and which is usually shown on the vertical axis. For example, 
can come in different forms. In fact, they sometimes are serum cholesterol levels - on the vertical axis — can be 
used to deliberately exaggerate relationships and this use plotted over time on the horizontal axis. When reading a 
line graph, it is important to check the scale of the vertical 


Box 4.3. A word of caution 


may only be apparent upon careful examination of the 
vertical axis. When reading a chart, it is important to 
examine the vertical axis carefully to make sure that you axis. If a logarithmic scale is used, the interpretation 
understand clearly the scale used and that there are no changes from absolute amounts to rates or proportions of 
hidden breaks. change. For this type of graph, scale breaks can be used 


on the vertical axis, but these should be clearly indicated. 





Frequency distributions and histograms 


A frequency distribution is the organization of a data set into contiguous mutually 
exclusive intervals so that the number or proportion of observations falling in each 
interval is apparent. They are often displayed with a histogram, which looks like a bar 
chart with all the bars stacked together in an orderly fashion, with no space between 
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the bars (Figure 6.7). The heights of the bars represent either the number or percent 
of observations within each interval. The overall shape of this distribution can be 
highly informative. Frequency polygons, which are essentially a line that connects 
the middle of each of the bars of the histogram, are also used extensively. The bell- 
shaped curve of the normal distribution is one important example (Figure 4.3). 





Figure 4.3. The normal distribution curve 











—1.96 SD —1 SD mean 1 SD 1.96 SD 


Normal distributions 


The normal distribution has extremely useful characteristics. A large number of sta- 
tistical tests and calculations can be used if the observations follow a normal 
distribution. It is useful to know that about two-thirds of the values under a normal 
distribution curve fall within one standard deviation (SD) of the mean, and approxi- 
mately 95% fall within two standard deviations of the mean. 


Summary numbers 


Means, medians and mode 


One set of summary numbers are those that measure central tendency, that is, they 
attempt to characterize the center of a sample of measurements. 


The mean 
Most prominent, and often the most appropriate, is the sample average or mean, 
which for a sample with n values for a variable such as x; = body weight, would be: 


n 
mean =X=} x/n 


i=l 


The median 

The median is defined as the middle after all the measurements have been put in 
order according to their values. The median is especially useful when a few values 
are much larger than others. For this reason, personal income tends to be reported as 
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median income rather than average income, since the median is not affected unduly 
by the very high incomes for a very few members of the sample. Note that income 
for a country is sometimes reported as per capita income. This number can be quite 
different from median income which is the middle of the distribution of the individual 
incomes, most of which are likely to represent the income supporting an entire family, 
whereas per capita income represents these incomes averaged over the number of 
persons in the country. 


The mode 
Another important measure is the mode, which is the value of the measurement in 
the sample that occurs most frequently. 


Variances, standard deviations and standard errors 


Measures of variability are another group of summary numbers. The three most useful 
measures of variability are the 


e Variance 
e standard deviation 
e standard error. 


Each of these is related to how unlike each other the individuals are in a sample of 
measurements. These measures of variability can be calculated on; 


e the differences between members for all possible pairs of measurements in the 
sample or 

e the difference between each observation in the sample and the sample mean, 
that is &, - x) : the squared deviation from the mean. 


Such calculations, while appealing, are rather cumbersome. An algebraic equivalent 
is often used. This is a formula for the sample variance — with subscripts dropped for 
simplicity: 


ee ¥x-(Hx)’/n 


n-l 
The numerator of the above equation can also be written as: 
SS (x)=§ (x-x)=} x- (X xin 
This term is often called the sum of squared deviations about the mean, or simply the 
Sum of Squares = SS(x). 


Note that the variance is very close to the average of the squared deviations from the 
mean. The standard deviation is simply the square root of the variance or s = ys? and 
the standard error, which is: 
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is typically called the standard error of the mean. The standard error of the mean 
reflects how unlike each other all possible means of samples of size n might be if 
each sample were randomly selected from the same population as the initial sample. 


Basic concepts of statistical inference 


The process of using a sample to make inferences about a population is perhaps the 
most vital aspect of epidemiologic research. The conceptual underpinnings for sta- 
tistical inference are based on the process of taking a single random sample of a 
specific size from a population and using this sample to make judgments about the 
population as a whole. Typically, these judgments are made in terms of means, vari- 
ances or other summarizing numbers. Summarizing numbers for the population are 
called parameters and are represented by Greek letters such as: 


e u = mean, 
e o = standard deviation and 
e B = regression coefficient. 


Estimates of these parameters obtained from a sample are represented by x, s and b, 
respectively. 


Using samples to understand populations 


Random samples 
The process of selecting a sample from a population is essential to statistical inference. 
The first step is to select a random sample, whereby each member of the population 
has an equal chance of being selected for the sample (see Chapter 3). There are 
numerous sampling strategies and texts to help guide this process. 

Example: calculating a sample mean 

10 people are randomly selected from a population and their weights are mea- 
sured in kilograms as 82.3, 67.3, 68.6, 57.7, 67.3, 60.5, 61.8, 54.5, 73.2 and 85.9 so 
that 


x=) x,/n=67.9 kg, 


i=l 


which is an estimate of u = population mean weight. 


Of course, another random sample selected from this same population and the 
weights measured for this new group could lead to a different sample mean; say, 
X = 68.2 kg, as an estimate of the same population mean, u. One of these sample 
means is not better than the other, but this does raise the question as to the value of 
an individual sample mean as an estimate of the population mean when it is so easy 
to take another sample and obtain a different value for x. To put this into context, 
the value is derived from the process used to obtain the estimate. 

If this process were repeated a very large number of times, a very long list of 
sample means could be calculated (Box 4.4). How well a sample mean estimates the 
population mean can be assessed by examining the characteristics of this long list of 
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sample means. If the mean of all these sample means, that is the mean of the means, 
is the same as the population mean, then the sample mean is an unbiased estimate 
of the population mean. That is, on average, it provides the correct answer. 


Box 4.4. Standard error of the mean 


Clearly, it is also preferable that these sample means be 
very similar to each other, so that any one of them is 
likely to be close to the true value of the population 
mean. The standard deviation for this long list of sample 


means, a measure of how similar these sample means 
are to each other, is called the standard error of the 
mean. Note that the long list of sample means is not 
actually needed in order to estimate this standard error, 
as it can be calculated from a single sample standard 
deviation as presented in the formula. 





Confidence intervals 


Confidence intervals are one of the most useful tools in 
epidemiology. In general, a confidence interval uses these 
concepts to create reasonable bounds for the population 
mean, based on information from a sample. They are easy 
to prepare and relatively easy to understand. 


Calculating a confidence interval 

To construct a confidence interval, a lower bound and an 
upper bound are calculated. For the sample of weights, 
with n = 10 and X = 67.9, the standard deviation calcu- 
lated for this sample is s = 10.2 kg. The lower and upper 
bounds are: 


Lower bound X- (2.26)s/ Vn =67.9 - 2.26(10.2)/3.16 =60.61 
Upper bound X + (2.26)s/ Vn =67.9 + 2.26(10.2)/3.16 =75.19 


The resulting confidence interval is; 


C(60.61 < u< 75.19)= 0.95 


which clearly indicates that it is a 95% confidence interval for the population mean. 
The length of this interval is 75.19 -60.61 = 14.58 kg, which is longer than might be 
desirable. Note that the shorter the interval the better, and that a larger sample will 
likely produce a shorter interval. Also note that the sample mean x is guaranteed to 
be within this interval. In fact, in this case, it is exactly in the middle of the interval; 
whereas the population mean, while likely to be included, is certainly not guaranteed 


to be within this interval. 


Box 4.5. Interpreting a confidence interval 


It is conceivable that there could be a long list of random 
samples taken from a population and that a confidence 
interval could be calculated based on the information 
from each sample. The result would be a long list of 
confidence intervals and the expectation is that, if this 


were done and if a =0.05(see Box 4.6), then 95% of 
them would contain the true value of the population 
mean within their bounds and 5% would not. Unfortu- 
nately, for a specific sample one does not know if the 
confidence interval obtained from the study sample is 
one of the 95% or one of the 5%. 





Degrees of freedom 

Note that the number 2.26 used in these calculations is 
from the t distribution with n-| = 9 degrees of freedom. 
However, if the sample size is above n = 30, then the 
number 2.00 can be used. For very large samples, the 
number will be 1.96. Tables for this distribution are avail- 
able in most standard statistics texts and online statistics 
resources. 

This example focuses on confidence intervals for y; 
however, the concept is broadly used for other parameters, 
including those from regression analyses and for odds ra- 
tios, among many others. The interpretation is similar to 
that described below for means. Interpreting a confidence 
interval can sometimes be a bit confusing (Box 4.5). 
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Interpreting measures outside the confidence interval 

When interpreting confidence intervals, one needs to know what to do with measures 
that fall outside of the interval. In the example of weights, data range from 54.5 to 
85.9 and the 95% confidence interval from 60.61! to 75.19. Is it reasonable to believe 
that the population mean could be 80.0 kg? One would expect that 95% of such 
confidence intervals would in fact contain the population mean. It seems unlikely 
that the population mean is u = 80.0 kg, although it could be, if this interval happens 
to be one of the 5% rather than one of the 95%. Even though there is some risk in 
claiming that u # 80.0 kg, the risk is small, and further, it was set to be small when 
a= 0.05 was used to create a 95% confidence interval. It is important to understand 
that this risk of saying that u + 80.0 (when in fact it is 80.0 kg) is set by the investigator 
who calculates the confidence interval. Values other than a= 0.05 can be used, with 
a= 0.01 being perhaps the other value most commonly used; however a@ = 0.05 is 
most common and most readily accepted. Figure 5.2. shows an example of a confi- 
dence interval. 

We can use a confidence interval to test a hypothesis, namely, the hypothesis 
that u = 80.0 kg. In this case, the hypothesis was tested and rejected based on the 
lower and upper limits of the confidence interval. In general, confidence intervals can 
be used in this way to test hypotheses; however, there is a more formal approach 
described in Box 4.6. 


Hypothesis tests, p-values, statistical power 


Hypothesis-testing is relatively straightforward. We need to make a careful statement 
of the statistical hypothesis to be tested, the p-value associated with this test and the 
statistical power the test has for “detecting” a difference of a specified magnitude. 


The p-value 


In the above situation, the null hypothesis was rejected because the observed out- 
come was deemed to be too unlikely or rare under the assumption that the null 
hypothesis was true. The cut point for rarity in this circumstance was set when the 
a-level was set at a = 0.05, for which the cut points are -2.26 and +2.26. A more 
precise measure of the rarity of this observed outcome, again under the assump- 
tion that the null hypothesis is true, can be obtained readily. It is simply the area 
below -3.75 plus the area above +3.75 in a t distribution with 9 degrees of freedom. 
The area below -3.75 is 0.002, the area above +3.75 is also 0.002 so that the total is 
p = 0.004. This area is called the p-value and it represents the likelihood that a value 
for the mean of a random sample from this population, would be as far away as 67.9 
or farther from y = 80 kgon either side. That is, the observed outcome is so rare that 
itis difficult to believe that = 80 kg. The p-value and a-level are related in the sense 
that if @ = 0.05, then the null hypothesis would be rejected when p < 0.05. 


Statistical power 


In the description of the two-sample t-test below, there is reference to the null 
hypothesis: 
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HiH, =H, =0,us 
H ¿U — H, #0 


which examines the differences between the means of two populations. If these are 
two populations of body weights, then, in this context, clearly, the larger the differ- 
ence between the two population means, the easier it will be to reject this null 
hypothesis using the sample means. 


Box 4.6. Example: testing a hypothesis 


Using the example above, with X = 67.9kg, and s = 10.2 kg, the formal process can be expressed as: 


e The hypothesis: 


We want to know whether it is reasonable to believe that the population mean could be u = 80. In order to set up a statistical 
test for this question, we select two options for comparison: 


e the null hypothesis: 4,’ 4 = 80 kg and 
° the alternative: H,. u+ 80 kg. 


Our statistical test is set up to select one of these two. If Æ, is selected, the usual statement is that the null hypothesis H, 


has been rejected. Note that the alternative is expressed as H,. u+ 80 kg rather than either > 80 or u < 80. This implies 
that a two-tailed test is to be done rather than a one-tailed test as would be the case if either of the other two alternatives 
were used. In general, a two-tailed test should be used for basic epidemiologic applications as the conditions necessary for 
comfortable use of the one-tailed test in this context are rare. 
e The assumptions. In this case, the assumptions are that a random sample was selected from a normal distribution. If 
the sample size is larger than n = 30, a normal distribution is not essential. 
° The a-level: Use a= 0.05 unless there is a compelling reason to do otherwise. The most common other level used is 
a=0.01. 
e The test statistic: The test statistic equivalent to the use of the confidence interval above to test this hypothesis is the 
one-sample t-test as shown in the formula below. This formula uses the same information used to construct the 
confidence interval but is organized in a different form. 


ce 
TAN 


e The critical region: Reject the null hypothesis #9; 4 = 80 kg if the value for the test statistic is not between + to 975 
(9) =2.28. Note that this implies that a region has been delineated by the cutpoints -2.28 and +2.28, with the rejection 
region being anything below -2.28 or above +2.28. 

e The result: 


67.9 — 80 
so =—3.75 


~ 10.2/vi0 


e The conclusion: Since the value calculated for fis not between + tg 975 (9) = 2.28, the conclusion is to reject the null 
hypothesis H,. 4 = 80 kg in favor of the alternative H,. u + 80 kg. One interpretation is that the sample mean 
X = 67.9 kg is so far away from 1 = 80 kg that it is difficult to believe that the true value of the population mean could 


be 80 kg. That is, the observed outcome with X = 67.9, while certainly possible, is simply too unlikely or rare for the 
mean for a sample taken from a population with y= 80 kg. 





An important question deals with the likelihood that the null hypothesis would 
be rejected if the difference was as large as, say 4.0 kg. That is, what is the likelihood 
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that a difference as large as 4.0 kg would be “detected”? This likelihood is called 
statistical power. Of course, the higher the power the better, provided costs are rea- 
sonable. Power is affected by the sample size (larger being better) and the variance 
of the individual observations (smaller being better). Further, changing æ from 
a= 0.05to a= 0.0/ reduces the power. 
Clearly, when hypotheses are tested, errors can be made. If the null hypothesis 
is rejected when it is in fact true, then this error is called the @-error, and the likelihood 
of this error is established when the a-/eve/is set prior to conducting the test. Again, 
in general, we use @= 0.05 unless we have a compelling reason to do otherwise. 
On the other side, when the null hypothesis is 
accepted, an error can also be made and this error is called Test result The truth 
the 8-error. This error is discussed further in the section Ho correct Ho wrong 
on sample size. The likelihood that the null hypothesis 
will be rejected when it should be, is statistical power and 








Accept Ho OK Type II or B-error 


j Reject Ho Type lora-error OK 
has the value, Power = 1-8. The possible outcomes for a 


hypothesis test are: 





Basic methods 


The basic methods for epidemiology are: 


t-tests 

chi square tests 
correlation 
regression. 


t-tests 


It is common in epidemiology to have two samples representing two different pop- 
ulations and to want an answer to the question of whether the two sample means 
are sufficiently different to lead one to conclude that the two populations they rep- 
resent have different means. The t-test uses a statistic that, under the null hypothesis, 
tests whether these two means differ significantly. The t-test, especially its two- 
sample version can be used for this situation. The hypothesis: 


H ¿H =H, =0,us 
H: H — H, #0 
is tested with the use of the t-statistic with (n; + nz -2) degrees of freedom: 


X-X n,—1)s’+(n,—1)s? 
t= — == where s? = HEE 


l l (n,—!)+(n,-1) 
+ 
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Chi-Ssquared tests for cross tabulations 


Cross tabulations, or contingency tables, are tools for displaying numbers of partic- 
ipants classified according to two or more factors or variables. Table 3.2 is a typical 
example, with r = 2 rows and c = 2 columns of data for a rxc or 2x2 table. This table 
displays the association between two exposure and two disease status categories. 
Close examination of the table leads to the inevitable question of whether or not there 
is evidence of an association between exposure and disease, that is, to a test of the 
hypothesis: 

Ho: There is no association between this classification for exposure and this 
classification for disease status, versus 

H,. There is association between this classification for exposure and this classi- 
fication for disease status. 
For 2x2 tables, this hypothesis can also address comparisons between two propor- 
tions. In this case, the proportions of interest are: 

Pg = Proportion of those who were exposed who developed the disease, 

Pye = Proportion of those who were not exposed who developed the disease, 
so that the hypothesis can be expressed as: 

Ho: Pr = Pyg versus 

H,: Pe # Pye. 
To test this hypothesis, we compare the Observed Frequency, O in each cell to the 
Expected Frequency, £, that would be there if the null hypothesis were completely 
true. can be calculated to create the following table: 


(Total for row containing cell) x (Total for column containing cell) 





Overall total for table 


The total in the last column is the calculated value for 





Cell 


OoOnNM = 


Total 


118 


15.88 
-15.88 
-15.88 

15.88 


0.00 


(O-E)?  (O-E)/E xX (1), which is the notation for the chi-square test sta- 
252.22 7.39 tistic with one degree of freedom. In general, the number 
252 22 9.38 of degrees of freedom is df =(r—I)x(¢ —1). The calcu- 
252.22 7.91 lated value, 34.72, is much larger than the value in the chi- 
252.22 10.04 square table for a = 0.05, which is 3.84; hence we reject 

the null hypothesis. Tables for the chi-square distribution 


34.72 are available online or in any standard statistical text book 





(see Chapter 11). 
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Correlation 


In general, correlation quantifies the degree to which two 
variables vary together (Chapter 5). If two variables are 
independent, then the value of one has no relationship to 
the value for the other. If they are correlated, then the value It is always useful to examine a picture of the relation- 
for one is related to the value of the other, either high when ship between the two variables with a scatter plot (see 
the other is high or being high when the other is low. There 
are several tools available for measuring correlation. The 


Box 4.7. Interpreting the relationship between 
two variables 


Figure 1.1). Plots with groups of dots in more than one 
location or with dots that seem to fall along a curved 
line may well imply that the correlation coefficient is not 
most commonly used is the Pearson Product Moment providing a meaningful summary of the relationship be- 


Correlation Coefficient, calculated as: tween the two variables. 





2 Dy - (YOM y)/n Sw) 
” SEL- DEE n SOS) 








This coefficient measures linear association and ranges between -I< r < |. It is near 
+1 when the there is strong positive linear association and is near -! when there is 
strong negative association, that is, when a low value for x tends to imply a high one 
for y. When r = 0, there is no linear association. A word of caution is advised 
(Box 4.7) 


Regression 


Using and interpreting regression models 

Regression models are vital tools for data analysis and are used extensively in epi- 
demiological research. Their underlying concepts are not complex, although the 
calculations can be. Fortunately, computer programs can take care of the calculations. 
As such complexity is not needed in this text, our focus is on using and interpreting 
these models. 


Different regression models 
Three types of regression models are fundamental to epidemiological research: 


e linear regression 
e logistic regression 
e Cox proportional hazards regression, a type of survival analysis. 


Key concept for regression models 

To use these models, we assume that variables influence each other. For example, 
we can consider that body weight is influenced by factors such as age or gender. The 
value of interest is the dependent variable (e.g. body weight) and the identifiable 
factors are independent variables. It is the nature of the dependent variable that most 
distinguishes the three models from each other. 


e Linear regression models. 
the dependent variable needs to be a continuous variable with its frequency 
distribution being the normal distribution. 


76 


Chapter 4 


e Logistic regression models. 
the dependent variable is derived from the presence or absence of a charac- 
teristic, typically represented by 0 or |. 

e Cox proportional hazards models: 
the dependent variable represents the time from a baseline of some type to the 
occurrence of an event of interest. 


Survival analysis — as done with Cox proportional hazards models — has an additional 
complexity in that censoring status needs to be considered as well. 


Linear regression 


We can use the linear regression tool to address a broad set of issues, ranging from 
standard Analysis of Variance (ANOVA), to simple linear regression, and multiple 
linear regression. In all these cases, the dependent variable is a continuous measure 
(such as body weight), and the independent variables may be both continuous and 
categorical. 


Dependent variable 
A typical model, representing the dependent variable Xand « independent variables, 


might look like: 
Y= BtB xt b xt bX tE, 
where: 


X= Dependent variable, (e.g. body weight) 

8y= Intercept or scaling factor 

B,= Coefficient for the independent variable x, 

x;= Value for independent variable x, 

e =Value for what is not accounted for by the other factors 


The term 8x; represents the portion of the dependent variable, Y= body weight, 
associated with, or attributed to, the independent variable; say, x;= age. Also, the 
term €represents what is left over after the other terms have been taken into account 
and is sometimes referred to as the “error term.” 

By this process, we can consider that the body weight for an individual is made 
up of pieces, with one piece for each of the factors being represented by the inde- 
pendent variables, plus two other pieces — these being the intercept or scaling factor 
Band whatever is left over — represented by £. Clearly, the less that is left over, the 
better, in the sense that the model is “explaining” more. We can quantify the use- 
fulness of a specific regression model by calculating the proportion of the total 
variation of the dependent variable that is accounted for by the regression equation: 


R? = SS (Model) 
SS(Y) 
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Independent variables 
If the independent variable is a continuous variable such as x;= age, then the inter- 


pretation of 8, is straightforward and represents the incremental change in the 
dependent variable, Y= body weight, associated with a unit change in x, = age, 
adjusted for all other terms in the model. This is very much like the slope term in 
simple linear regression, so if Bage = 2.0 kg, our interpretation is that the estimated 
body weight goes up 2.0 kg for each one year increment in age, adjusted for all the 
other terms in the model. 

The situation for independent variables that represent categories is a bit different 
and needs careful attention. A typical example is a variable indicating sex, for which 


the values could be set at x, = | if male and x, = 0 if female. In this case, the category 
for which the value is x, = O is often called the reference group, to which we will 
compare the category x, = |. For linear regression models, the coefficient for this 
term is: 


B, = males = Hremales 


that is, the difference between the mean weight, males — females, adjusted for all the 
other terms in the model. 


Multiple variables 








When we have three or more categories, the situation is | Blood type x x2 
slightly more complex; however, this is common and the A 4 0 
correct interpretation is important. An example is blood p 0 

type with the three categories A, B, and O. For this situa- o 0 0 





tion, we need two independent variables — one less than 
the number of categories. Their values are: 
In this case, the referent group is the “O” category, and 


B, =U,z-Uo 
B =U, —Ho 


Here, 8, is the difference between the mean values for A - O, adjusted for all the 
terms in the model. With this formula, we can compare A and O directly, and B and 
O directly, but not A and B. We would have to assign different values to x, and x, 
in order to compare A to B. 

The formulation above refers to population values for which estimates would be 
obtained by fitting such a model to a specific set of data. The first step is to test the 
hypothesis concerning the full set of 4s collectively, that is to test: 


H, :B, =B, =~=B,=0, 


If this hypothesis is rejected so that there is evidence that at least one of the 4s can 
be considered to be non-zero, then it is reasonable to progress with the testing of the 
coefficients for the individual terms. If none can be considered to be non-zero, then 
the model as stated has no meaningful terms and therefore has little value. 
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Logistic regression 


In the example above, the value for the dependent variable was body weight, a con- 
tinuous measurement. We may also be interested in factors associated with the 
presence or absence of obesity, defined perhaps as having a BMI > 30. Logistic re- 
gression is a powerful and flexible analytical tool for such situations. Our outcome 
of interest is typically an odds ratio comparing the odds, (for example, of obesity for 
males versus females), adjusted for a collection of other factors. 

The logistic regression model, as shown below, is ideal for this purpose. The 
regression model is based on the dependent variable In(odds) where In represents 
the natural logarithmic scale (base e) and odds are defined as the likelihood p 
of the event occurring divided by the likelihood of it not occurring, / - p, sometimes 
listed as 


odds =p /(l—p), 
So the model becomes 
In(odds) = 8, + B x, +B, x, +--+ B, x, +e 
or equivalently, 


ödds =é Bot Bx +B, x, + +B x, +8 
where the x;are defined as they were for the linear regression model above. To in- 
terpret the coefficients for these models, we need to focus on odds and odds ratios 
(OR) rather than means, as was the case for linear regression. For example, for the 
independent variable, x, = gender, with x, = I for males and x, = 0 for females, then 
the coefficient 4, is used in the equation: 


e* =OR 


males/females 


and the term is interpreted as the obesity odds ratio for males versus females, adjusted 
for the other terms in the model. The term e”, obtained from analyzing the data, is 
an estimate of this odds ratio. 

For the independent variable x, = age, measured in years, the term has an inter- 
pretation similar to that for the slope in linear regression, this being 


e”=OR 


per year increment 


If the adjusted ORper year increment = 1-2, then the odds for obesity are 20% higher for 
each one year increment in age, adjusted for the other terms in the model. 

If OR per year increment = 0.75, then the odds for obesity for a one year increment in 
age are 75% of those for the previous year, adjusted for the other terms in the model. 
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Survival analyses and Cox proportional hazards 
models 


For many situations, we are interested in the time until an event occurs (see 
Figure 8.4). For the obesity situation above, suppose that a group of patients had 
been successfully treated for obesity and they were being followed post-treatment to 
assess factors that are associated with obesity reoccurrence. In this case, we would 
be interested in measuring the time from the end of the initial treatment until obesity 
reoccurrence. 

The Cox proportional hazards model is an appropriate regression model for such 
situations. The dependent variable represents time until obesity reoccurrence. The 
independent variables can be the same as for the logistic regression example and the 
regression equation is: 


h(t) =h (the Bx +Bx, to+Bx+e 


where 
h(t) = hazard of the event, having “survived” until time t 
without an event, 
h(t) = baseline hazard rate. 


Box 4.10. Censoring 


Censoring is a process for dealing with follow-up time, 
when the event of interest doesn’t happen during the 
overall follow-up period. This is typically due to drop- 
out or other reasons for loss to follow-up, but it may 
also be due to some of the participants “surviving” the 
complete follow-up time without the event occurring. 
The follow-up time for an individual participant is said 


Note that there is no pto serve as an intercept or scaling 
factor as this is the role of the baseline hazard rate h(t). 
The only complicating issue for this model is that we 


need to account for censoring (Box 4.10). 

This term is interpreted as the obesity relative risk for 
males versus females, adjusted for the other terms in the 
model. The term e"', obtained from analysing the data, is 
an estimate of this relative risk. 

For the independent variable x, = age, measured in 
years, the term has an interpretation similar to that for the 
slope in linear regression, this being 

e" =RR per year increment 


The interpretation is similar to that for odds ratios in this 
example for logistic regression. 


Kaplan-Meier survival curves 


to be censored at, say 15 months, if the person was 
event-free for 15 months and then was either lost to 
follow-up or the study ended at that point. 

Otherwise, this model is used much like logistic re- 
gression, except that it provides estimates for hazard 
ratios or relative risk rather than for odds ratios. That is, 
for the independent variable, x, = gender, with x, = | 
for males and x, = 0 for females, then the coefficient 


B, is used in the equation: 


e" =RR 


males / females 





Kaplan-Meier survival curves are commonly used to display survival data (see 
Figure 8.4). They can be used to display any type of time-to-event data. If the event 
that we are recording is death, then we use the vertical axis to show the proportion 
alive at a specific point in time, and put time on the horizontal axis. These proportions 
range from 1.0 at the outset down to 0.0, if all members of the group die during 
follow-up. Kaplan-Meier curves are clear and easy to interpret and relatively easy to 
make. The only complication is dealing with the censoring, as discussed above. 
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Kaplan and Meier solved this problem, which is why these curves carry their name. 
Their solution was to plot the curves with survival time on the horizontal axis rather 
than calendar time. Then, using follow-up time as a reference, they assumed that the 
individual who was censored at 15 months survived until the next event, in follow- 
up time, occurred. That is, they allowed the individual to “live” a little longer, but 
only as long as the next person to “die.” 


Sample size issues 


One of the problems we often have in epidemiological investigations is figuring out 
how large a sample we need to answer a specific question. Our sample size must be 
big enough for the study to have appropriate statistical power — the ability to demon- 
strate an association if one exists (see Chapter 3). We base sample size calculations 
on a number of study design factors: 


e prevalence 
e acceptable error 
e the detectable difference. 


There are numerous formulae and computer programs that simplify the task consid- 
erably. Two helpful and relatively simple formulae are: 


e the two sample t-test and 
e the test comparing two proportions. 


Two sample t-test 
For the two sample t-test, the formula is, for @ = 0.05, 


2 2 
40 (Zoss +Z,_s) 


(d= uH) 








This formula requires that we specify the population variance 0”, the values from the 
normal distribution for Zg 975=/.96, Z;).3, and d = difference that we want to detect. 
The term Z;.g represents the desired statistical power. A desirable level for power is 
/- B = 0.80. Hence, for the example of body weights, o? = 64 kg is reasonable, 
Z9.975 = 1.96, and Zo so = 0.842 so that if we want to reject the null hypothesis of no 
difference between the means of the two populations when the difference between 
these two means is 4 kg or more, the number needed for both samples combined is: 


4G6*(Zyors +Z)? 4(64)(1.96 +0.842)’ 


; - = 125.62 
(d =p, —H;) 4 








N =n +n,= 


It is common that values for o? are not available. Sometimes reasonable numbers can 
be obtained from other studies; however, it is prudent to calculate more than one 
value for N, by using different combinations of values for o? and, d, and for different 
power levels. It is important to note that for values of power, /-3> 0.80, the gain in 
power for increases in sample size can be relatively small. 
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Test comparing proportions 
For the test comparing proportions, the situation is very similar except that the for- 


mulae is, for a = 0.05: 
RER PP, 
4( Zo 975 + Zi- i) (72) Í -722 


(d=F =P)" 








N=nt+n,= 


Note here that the population proportions 2, and A, must be specified. Hence, to 
detect the difference between P= 0.60 and Z, = 0.70, with a = 0.05, power = 
/-B = 0.80, the calculation is: 


4(1.96 +0.842) (oe +070 ) { 0.60 : 070) 
= 714.46. 


(d=0.10)? 





N=n+nj= 








For this situation as well, it is prudent to complete this calculation several times, 
varying the lever for power and the values of P,and P}. 


Meta-analysis 


Meta-analysis is defined as the statistical synthesis of the data from separate but 
similar (comparable) studies, leading to a quantifiable summary of the pooled results 
to identify the overall trend (see Chapter 5). An example is shown in Figure 5.7. 

Meta-analysis differs from most medical and epidemiological studies in that no 
new data are collected. Instead, results from previous studies are combined. Steps in 
carrying out meta-analysis include: 


formulating the problem and study design; 

e identifying relevant studies; 

excluding poorly conducted studies or those with major methodological flaws: 
and 

e measuring, combining and interpreting the results. 


Which studies are identified and whether they are included or excluded from the 
meta-analysis are crucial factors. Another important step is measuring the results of 
the studies on a single scale. This allows comparisons to be made between studies 
even if they used different measures of outcome. Meta-analysis is a relatively new 
scientific method; research into the best techniques to use is still ongoing and 
expanding into new areas. It is not yet as well-accepted as other statistical techniques 
that have a longer tradition of use. 

The use of meta-analysis in medicine and epidemiology has increased in recent 
years for ethical reasons, cost issues, and the need to have an overall idea of effects 
of a particular intervention in different population groups. This is particularly true in 
the area of clinical trials, where the sample size of individual trials is often too small 
to permit conclusions to be drawn from any one trial, although conclusions can be 
drawn from aggregated results. For example, meta-analysis showed that aspirin has 
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a significant effect in preventing a second heart attack or stroke, even though no 


single 
in the 


study had convincingly shown this. These issues are taken up in greater detail 
next chapter on causation. 


Study questions 


Tal 


{2 


1.3 
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7.6 


Ct 


Calculate the mean, median, variance, standard deviation and standard error 
for the sample of n = 10 body weights given in this chapter. 

Why is personal income often reported as median income rather than average 
income? 

What are the major differences among linear regression, logistic regression 
and regression models for survival analyses? 

What is more preferable, a wide confidence interval or a narrow one and why? 
What information should the title for a table presenting data or results 
contain? 

What is the interpretation of the coefficient b, = 5.0 for the independent 
variable gender, with x, = | for males and x, =0 for females when it is obtained 
from a multiple regression model with y = body weight (kg) as the dependent 
variable? 

What is the interpretation of the coefficient b) = 0.5 for the independent 
variable x = age (years), when it is obtained from a multiple regression model 
with y = body weight (kg) as the dependent variable? 
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Chapter 5 ; ; ; ; 
Causation in epidemiology 


Key messages 


e The study of causation of diseases and injuries is fundamental to 
epidemiology. 

e There is seldom one single cause of a specific health outcome. 

e Causal factors can be arranged into a hierarchy from the most proximal to the 
distal socio-economic factors. 

Criteria for judging the evidence of causality include: temporal relationship, 
plausibility, consistency, strength, dose-response relationship, reversibility 
and study design. 


A major focus of epidemiology is informing efforts to prevent and control disease and 
promote health. To do this, we need to know the causes of disease or injury and the 
ways in which these causes can be modified. This chapter describes the epidemio- 
logical approach to causation. 


The concept of cause 


An understanding of the causes of disease or injury is important not only for pre- 
vention, but also for correct diagnosis and treatment. The concept of cause is the 
source of much controversy in epidemiology. The process by which we make causal 
inferences — judgments linking postulated causes and their outcomes — is a major 
theme of the general philosophy of science, and the concept of cause has different 
meanings in different contexts. 


Sufficient or necessary 


A cause of a disease or injury is an event, condition, characteristic or a combination 
of these factors which plays an important role in producing the health outcome. 
Logically, a cause must precede an outcome. A cause is termed sufficient when it 
inevitably produces or initiates an outcome and is termed necessary if an outcome 
cannot develop in its absence. Some diseases are caused completely by genetic factors 
in the individual, and other causes of a disease interact with genetic factors in making 
certain individuals more vulnerable than others. The term environmental causes is 
often used to distinguish these other causes from the genetic causes. It has been 
pointed out! that there are nearly always some genetic and some environmental 
component causes in every causal mechanism. 
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Multiple factors 

A sufficient cause is not usually a single factor, but often comprises several compo- 
nents (multi-factorial causation). In general, it is not necessary to identify all the 
components of a sufficient cause before effective prevention can take place, since the 
removal of one component may interfere with the action of the others and thus 
prevent the disease or injury. For example, cigarette smoking is one component of 
the sufficient cause of lung cancer. Smoking is not sufficient in itself to produce the 
disease: some people smoke for 50 years without developing lung cancer. Other 
factors, mostly unknown, are involved and genetic factors may play a role. However, 
the cessation of smoking reduces the number of cases of lung cancer greatly in a 
population even if the other component causes are not altered (Figure 8.5). 


Attributable fraction 
The attributable fraction (see chapter 2) can be used to quantify the likely preventive 


impact of eliminating a specific causal factor. For instance, Table 1.2 shows what 
would be expected if the smoking asbestos workers had either never smoked or never 
been exposed to asbestos: never smoking would have decreased the lung cancer 
death rate from 602 per 100 000 to 58 per 100 000 (a 90% reduction) and never 
exposed to asbestos, but still smoking, would have reduced the rate from 602 to 123 
per 100 000 (an 80% reduction). (Study question 5.3 will explore this further.) 


Sufficient and necessary 


Each sufficient cause has a necessary cause as a component. For example, in a study 
of an outbreak of foodborne infection, it may be found that chicken salad and creamy 
dessert were both sufficient causes of salmonella diarrhoea. However, the ingestion 
of Sa/monella bacteria is a necessary cause of this disease. Similarly, there are different 
components in the causation of tuberculosis, but the infection with Mycobac- 
terium tuberculosis is a necessary cause (Figure 5.1). However, a causal factor on its 
own is often neither necessary nor sufficient, such as tobacco use as a factor for 
cerebrovascular disease. 

The usual approach in epidemiology is to begin with a disease and search for 
its causes, although it is also possible to start with a potential cause (such as air 
pollution) and search for its effects. Epidemiology encompasses a whole set of 
relationships. For example, social class is associated with a range of health problems. 
Low social class, as measured by income, education, housing and occupation, leads 
to a general susceptibility to poor health, rather than to a specific effect.? A gamut of 
specific causes of disease could explain why poor people have poor health, among 
them excessive exposure to infectious agents due to overcrowding, lack of clean water 
and sanitation, insufficient and unsafe food, and dangerous working conditions. In 
addition, being at the bottom of the social ladder is in itself associated with poorer 
health even after taking all the other factors into account.? One example of a strong 
relationship between socioeconomic status and disease is shown in Figure 5.2.4 
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Figure 5.1. Causes of tuberculosis 
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A causal pathway 


Epidemiologists have been criticized, particularly by laboratory scientists, for not us- 
ing the concept of cause in the sense of being the sole requirement for the production 
of disease. Such a restrictive view of causation, does not take into account the fact 
that diseases commonly have multiple causes. Prevention strategies often need to be 
directed simultaneously at more than one factor. In addition, causes can be linked to 
a causal pathway where one factor leads to another until eventually the specific 
pathogenic agent becomes present in the organ that gets damaged; this can also be 
called a A/erarchy of causes. Laboratory scientists might, for example, suggest that 
the basic cause of coronary heart disease relates to cellular mechanisms involved in 





Figure 5.2. Infant mortality rate and socioeconomic status in Islamic Republic of 
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the proliferation of tissue in the arterial wall. Research directed at determining 
pathogenic relationships is obviously important, but concepts of causation need to 
be understood in a wider epidemiological context. 

It is often possible to make major progress in prevention by dealing only with 
the more remote or “upstream” causes. It was possible to prevent cholera cases 
decades before the responsible organism — let alone its mechanism of action - had 
been identified (Figure 5.3). However, it is of interest that even in 1854, John Snow 
thought that a living organism was responsible for the disease (see Chapter 1). 


Single and multiple causes 


Pasteur’s work on microorganisms led to the formulation, first by Henle and then by 
Koch, of the following rules for determining whether a specific living organism causes 
a particular disease: 


e the organism must be present in every case of the disease; 

e the organism must be able to be isolated and grown in pure culture; 

e the organism must, when inoculated into a susceptible animal, cause the 
specific disease; 

e the organism must then be recovered from the animal and identified. 


Anthrax was the first disease demonstrated to meet these rules, which have since 
proved useful with many other infectious diseases and with chemical poisoning. 

However, for many diseases, both communicable and non-communicable, 
Koch’s rules for determining causation are inadequate. Many causes act together, and 
a single factor — such as tobacco use — may be a cause of many diseases. In addition, 
the causative organism may disappear when a disease has developed, making it 
impossible to demonstrate the organism in the sick person. Koch’s postulates are 
of most value when the specific cause is a highly pathogenic infectious agent, 
chemical poison or other specific factor, and there are no healthy carriers of the 
pathogen: a relatively uncommon occurrence. 





Figure 5.3. Causes of cholera 
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Factors in causation 


Four types of factors play a part in the causation of disease, all may be necessary but 
they are rarely sufficient to cause a particular disease or state: 


e Predisposing factors, such as age, sex, or specific genetic traits that may result 
in a poorly functioning immune system or slow metabolism of a toxic chemical. 
Previous illness may also create a state of susceptibility to a disease agent. 

e £nabling (or disabling) factorssuch as low income, poor nutrition, bad housing 
and inadequate medical care may favour the development of disease. Con- 
versely, circumstances that assist in recovery from illness or in the maintenance 
of good health could also be called enabling factors. The social and economic 
determinants of health are just as important as the precipitating factors in 
designing prevention approaches. 

e Precipitating factors such as exposure to a specific disease agent may be as- 
sociated with the onset of a disease. 

e Reinforcing factors such as repeated exposure, environmental conditions and 
unduly hard work may aggravate an established disease or injury. 


The term “risk factor” is commonly used to describe factors that are positively asso- 
ciated with the risk of development of a disease but that are not sufficient to cause 
the disease. The concept has proved useful in several practical prevention 
programmes. Some risk factors (such as tobacco smoking) are associated with several 
diseases, and some diseases (such as coronary heart disease) are associated with 
several risk factors (Figure 5.4). 





Figure 5.4. Risk factors common to major noncommunicable diseases® 
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Epidemiological studies can measure the relative contribution of each factor to 
disease occurrence, and the corresponding potential reduction in disease from the 
elimination of each risk factor. However, multi-causality means that the sum of the 
attributable fractions for each risk factor may be greater than 100%. 


Interaction 


The effect of two or more causes acting together is often greater than would be 
expected on the basis of summing the individual effects. This phenomenon, called 
interaction, is illustrated by the particularly high risk of lung cancer in people who 
both smoke and are exposed to asbestos dust (Table 1.2). The risk of lung cancer in 
this group is much higher than would be indicated by a simple addition of the risks 
from smoking (ten times) and exposure to asbestos dust (five times); the risk is 
multiplied fifty times. 


A hierarchy of causes 


Multiple causes and risk factors can often be displayed in the form of a hierarchy of 
causes, where some are the proximal or most immediate causes (precipitating factors) 
and others are distal or indirect causes (enabling factors). Inhaled tobacco smoke is 
a proximal cause of lung cancer, while low socio-economic status is a distal cause 
that is associated with smoking habits and indirectly with lung cancer. Various 
frameworks have been devised for visualizing the relationships between the distal 
and proximal causes and the eventual health effects. One such multi-layer framework, 
DPSEEA (driving forces, pressure, state, exposure, effect, action), was used by WHO 
to analyse different elements of causation, prevention and indicators in relation to 
environmental health hazards (Figure 5.5). 





Figure 5.5. The DPSEEA framework® 
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A similar framework was developed for the WHO Global Burden of Disease 
project.’ The Multiple Exposures, Multiple Effects framework emphasizes the 
complex relationships between environmental exposures and child health outcomes. 
This model takes into account that individual exposures can lead to many different 
health outcomes, and specific health outcomes can be attributed to many different 
exposures.® 

In epidemiological studies linking one or more causes to a health outcome, it is 
important to consider to what extent different causes are at the same or different 
levels in the hierarchy. If a “cause of a cause” is included in the analysis together with 
the cause itself, the statistical method of analysis has to take this into account. The 
identification of the hierarchy of causes and the quantitative relationships between 
them will provide one way of describing the mechanism of causation. For example, 
low socio-economic status is associated in many industrialized nations with more 
tobacco smoking, which is associated with higher blood pressure, which in turn 
increases the risk of stroke. 


Establishing the cause of a disease 


Causal inference is the term used for the process of determining whether observed 
associations are likely to be causal; the use of guidelines and the making of judgements 
are involved. The process of judging causation can be difficult and contentious. It 
has been argued that causal inference should be restricted to the measurement of an 
effect, rather than as a criterion-guided process for deciding whether an effect is 
present or not.'? Before an association is assessed for the possibility that it is causal, 
other explanations, such as chance, bias and confounding, have to be excluded. How 
these factors are assessed has been described in Chapter 3. The steps in assessing 
the nature of the relationship between a possible cause and an outcome are shown 
in Figure 5.6. 


Considering causation 


A systematic approach to determining the nature of an association was used by the 
United States Surgeon General to establish that cigarette smoking caused lung can- 
cer.'° This approach was further elaborated by Hill.'' On the basis of these concepts, 
a set of “considerations for causation,” listed in the sequence of testing that the 
epidemiologist should follow to reach a conclusion about a cause of disease, is shown 
in Table 5.1. 


Temporal relationship 


The temporal relationship is crucial—the cause must precede the effect. This is usually 
self-evident, although difficulties may arise in case-control and cross-sectional studies 
when measurements of the possible cause and effect are made at the same time. In 
cases where the cause is an exposure that can be at different levels, it is essential that 
a high enough level be reached before the disease occurs for the correct temporal 
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Figure 5.6. Assessing the relationship between a possible cause and an outcome 


OBSERVED ASSOCIATION 


Could it be due to selection 
or measurement bias? 


Could it be due 
to confounding? 


Could it be a 
result of chance? 


PROBABLY NOT 


Could it be causal? 





Apply guidelines 
and make judgement 


relationship to exist. Repeated measurement of the exposure at more than one point 
in time and in different locations may strengthen the evidence. 





Table 5.1. Considerations for causation 





Temporal relation 
Plausibility 


Consistency 

Strength 

Dose-response relationship 
Reversibility 

Study design 

Judging the evidence 


Does the cause precede the effect? (essential) 


Is the association consistent with other knowledge? (mechanism of action; evidence from 
experimental animals) 


Have similar results been shown in other studies? 

What is the strength of the association between the cause and the effect? (relative risk) 
Is increased exposure to the possible cause associated with increased effect? 

Does the removal of a possible cause lead to reduction of disease risk? 

Is the evidence based on a strong study design? 

How many lines of evidence lead to the conclusion? 





Figure 3.3 is an example of a time series of measurements of exposure and effect. It 
illustrates high daily temperatures (above 30 °C) in Paris during a two-week period 
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in August 2003 and the increase of daily mortality during this period. This relationship 
between heat waves and increased urban mortality has been documented previously 
in several other cities and is expected to occur with increased frequency as a result 


of global climate change. '? 


Plausibility 


An association is plausible, and thus more likely to be 
causal, if consistent with other knowledge. For instance, 
laboratory experiments may have shown how exposure to 
the particular factor could lead to changes associated with 
the effect measured. However, biological plausibility is a 
relative concept, and seemingly implausible associations 
may eventually be shown to be causal. For example, the 
predominant view on the cause of cholera in the 1830s 
involved “miasma” rather than contagion. Contagion was 
not supported by evidence until Snow’s work was pub- 
lished; much later, Pasteur and his colleagues identified 
the causative agent. Lack of plausibility may simply reflect 
lack of scientific knowledge. Doubts about the therapeutic 
effects of acupuncture and homeopathy may be partly at- 
tributable to the absence of information about a plausible 
biological mechanism. A recent example of plausibility 
being the main reason for a conclusion about causality is 
variant Creutzfeldt-Jakob disease (vCJD). (Box 5.1) 

The study of the health consequences of low-level 
lead exposure is another example of the initial difficulties 


Box 5.1. BSE and vCJD 


Variant Creutzfeldt-Jakob disease (vCJD) is the human 
form of “mad cow disease” or bovine spongiform en- 
cephalopathy (BSE). There was an epidemic of BSE in 
the United Kingdom in 1987." Both diseases are invari- 
ably fatal and there are similar pathological changes in 
the brains of humans with vCJD and cows with BSE. 
These diseases are examples of transmissible spongi- 
form encephalopathies, which are caused by an infecti- 
ous agent called a prion. The epidemic in cattle had been 
caused by feed contaminated with infected carcasses of 
other cattle, and was finally controlled by banning the 
use of ruminant proteins as cattle feed. In 1995 there 
were three cases of vCJD in young people, and by 2002 
a total of 139 human cases had been reported. Despite 
a lack of evidence for an oral route of transmission in 
humans, many experts concluded that the human epi- 
demic was related to the bovine epidemic and caused 
by the same infective agent. Concerns about human 
transmission led to changes in blood donation policies 
and greater use of disposable surgical instruments. 





in getting conclusive epidemiological evidence, even when animal experiments indi- 
cate an effect of lead on the central nervous system. Similar effects in an epidemio- 


logical study of children are therefore plausible but, 
because of potential confounding factors and measure- 
ment difficulties, epidemiological studies originally 
showed conflicting results. However, assessment of all the 
available epidemiological data leads to the conclusion that 
children are affected at a low level of exposure to lead'4 
(Box 5.2). 


Consistency 


Consistency is demonstrated by several studies giving the 
same result. This is particularly important when a variety 
of designs are used in different settings, since the likeli- 
hood that all studies are making the same “mistake” is 
thereby minimized. However, a lack of consistency does 
not exclude a causal association, because different expo- 
sure levels and other conditions may reduce the impact of 


Box 5.2. Lead exposure in children 


In the United States of America, regular monitoring of 
lead exposure in hundreds of thousands of children’s 
blood samples has shown that, while average levels are 
decreasing since lead was banned from motor-fuels, 
many children still have elevated levels.'® The blood lead 
level at which a risk for damage to the child’s brain is 
considered to occur has been reduced from 250 ug/l in 
1995 to 100 ug/l in recent years, and some research in- 
dicates that there is a risk at even lower levels.'® It is 
plausible that with more precise measurement tools, it 
may be found that some children are affected at still 
lower levels. Most of the research on this lingering en- 
vironmental health problem has been carried out in high- 
income countries, but increasingly lead exposures and 
health effects are being reported from low- and middle- 
income countries.” 
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the causal factor in certain studies. Furthermore, when the results of several studies 
are being interpreted, the best-designed ones should be given the greatest weight. 

Techniques are available for pooling the results of several studies that have ex- 
amined the same issue, particularly randomized controlled trials. This technique is 
called meta-analysis (see Chapter 4), and is used to combine the results of several 
trials, each of which may deal with a relatively small sample, to obtain a better overall 
estimate of effect (Figure 5.7).'® 

Systematic review uses standardized methods to select and review all relevant 
studies on a particular topic with a view to eliminating bias in critical appraisal and 
synthesis. Systematic review as part of the Cochrane Collaboration is sometimes, but 
not always, coupled with meta-analysis.'? Figure 5.7 illustrates the results of 113 
case-control studies and two cohort studies on the relationship between oral clefts 
in babies and tobacco use among women who smoked during pregnancy. One 
important reason for the apparent inconsistency of the results is that several of the 
early studies were based on small samples. The estimated relative risk in each study 
is marked by a box; the horizontal lines indicate the 95% confidence intervals. For 
the aggregated data from all the trials, covering a large number of events, the 95% 
confidence interval is very narrow. Overall, maternal smoking appears to be associated 
with a 22% increase in cleft palates: the 95% confidence interval shows that the 
increase could be at least 10% and as much as 35%.” 





Figure 5.7. Meta-analysis of the relative risk of cleft palate in the offspring of mothers who smoked during 
pregnancy compared with the offspring of mothers who did not smoke” 
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Meta-analysis can also be used to pool results from other types of epidemiological 
studies such as time-series studies of daily air pollution (particulate matter) and total 


mortality (Box 5.3). 


Strength 


A strong association between possible cause and effect, 
as measured by the size of the risk ratio (relative risk), is 
more likely to be causal than is a weak association, which 
could be influenced by confounding or bias. Relative risks 
greater than 2 can be considered strong. For example, 
cigarette smokers have a twofold increase in the risk of 
acute myocardial infarction compared with non-smokers. 
The risk of lung cancer in smokers, compared with non- 
smokers, has been shown in various studies to be in- 
creased between fourfold and twentyfold. However, 
associations of such magnitude are rare in epidemiology. 

The fact that an association is weak does not preclude 
it from being causal; the strength of an association de- 
pends on the relative prevalence of other possible causes. 


Box 5.3. Air pollution and total mortality 


The results of a large number of time-series studies in 
different cities in the USA were combined; although 
some of the studies had conflicting results, a statistically 
significant association between the exposure and effect 
was observed.”' This strengthens the impression that 


particulate matter air pollution is causing increased mor- 
tality, even though the exact mechanism is unclear. A 
similar meta-analysis of ozone levels and mortality also 
suggested a causal relationship, but the analysis was 
limited by “publication bias”??, meaning that studies 
which did not achieve statistical significance, or the de- 
sired effect, were not published. 





For example, weak associations have been found between diet and risk of coronary 
heart disease in observational studies; and although experimental studies on selected 
populations have been done, no conclusive results have been published. Despite this 
lack of evidence, diet is generally thought to be a major causative factor in the high 
rate of coronary heart disease in many industrialized countries. 


The probable reason for the difficulty in identifying 
diet as a risk factor for coronary heart disease is that diets 
in populations are rather homogeneous and variation over 
time for one individual is greater than that between people. 
If everyone has more or less the same diet, it is not possible 
to identify diet as a risk factor. Consequently, ecological 
evidence gains importance. This situation has been char- 
acterized as one of sick individuals and sick popula- 
tion,” meaning that in many high-income countries, 
whole populations are at risk from an adverse factor. 


Dose-response relationship 


A dose-response relationship occurs when changes in 
the level of a possible cause are associated with changes 
in the prevalence or incidence of the effect. Table 5.2 


Table 5.2. Percentage of people with hearing loss 
relative to workplace noise exposure” 








Average noise level during Exposure time (years) 
8-hours (decibels) 





5 10 40 

< 80 0 0 0 
85 1 3 10 
90 4 10 21 
95 7 17 29 
100 12 29 41 
105 18 42 54 
110 26 55 62 
115 36 71 64 





illustrates the dose-response relationship between noise and hearing loss: the preva- 
lence of hearing loss increases with noise level and exposure time. 

The demonstration of such a clear dose-response relationship in unbiased stud- 
ies provides strong evidence for a causal relationship between exposure and disease. 
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Figure 5.8. Continuous associations between blood pressure, fruit and vegetable consumption, and heart 
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The dose-response relationship shown for fruit and vegetable consumption and 
relative risk of ischaemic heart disease, inverse to that shown for blood pressure in 
Figure 5.8, is an example of how socioeconomic circumstances can contribute to 
health outcomes. Surveys done in the United Kingdom have shown a strong rela- 
tionship between income level and consumption of fruit and vegetables. Figure 5.9 
shows a continuous increase of average fruit and vegetable consumption with in- 
crease of income. The figure also shows that people in the lower income deciles spend 
a greater share of their income on food. The higher cost of diets that have higher 
proportions of fruit and vegetables may be a factor in this consumption pattern. These 
relationships are contributing to the broader “dose-response relationship” between 
income and mortality: the lower the income, the higher the mortality. 


Figure 5.9. Fruit and vegetable consumption and socio-economic status” 
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Reversibility 


When the removal of a possible cause results in a reduced disease risk, there is a 
greater likelihood that the association is causal. For example, the cessation of cigarette 
smoking is associated with a reduction in the risk of lung cancer relative to that in 
people who continue to smoke (see Figure 8.5). This finding strengthens the likeli- 
hood that cigarette smoking causes lung cancer. If the cause leads to rapid irreversible 
changes that subsequently produce disease whether or not there is continued expo- 
sure, then reversibility cannot be a condition for causality. 


Study design 


The ability of a study design to prove causation is an important consideration. 
Table 5.3 outlines the different types of study and relative strengths in establishing 
causality. These study designs were introduced in Chapter 3; their use in providing 
evidence for causal relationships is discussed below. 


Experimental studies 
The best evidence comes from well-designed randomized 
controlled trials. However, evidence is rarely available from 


Table 5.3. Relative ability of different types of study 
to “prove” causation 








this type of study, and often only relates to the effects of Type of study Ability to “prove” 
treatment and prevention campaigns. Other experimental causation 
studies, such as field and community trials, are seldom Randomized controlled trials Strong 

used to study causation. Evidence comes most often from Cohort studies Moderate 
observational studies (Table 3.1); almost all the evidence | Case-control studies Moderate 

on the health consequences of smoking comes from ob- Cross-sectional studies Weak 

servational studies. Ecological studies Weak 





Cohort and case control studies 

Cohort studies are the next best design because, when well conducted, bias is min- 
imized. Again, they are not always available. Although case-control studies are subject 
to several forms of bias, the results from large, well-designed investigations of this 
kind provide good evidence for the causal nature of an association; judgements often 
have to be made in the absence of data from other sources. 


Cross-sectional studies 

Cross-sectional studies are less able to prove causation as they provide no direct 
evidence on the time sequence of events. However, the time sequence can often be 
inferred from the way exposure and effect data is collected. For instance, if it is clear 
that the health effect is recent and the exposure to the potential causes is recorded 
in a questionnaire, questions about the past may clearly identify exposures before the 
effect occurred. 


Ecological studies 

Ecological studies provide the weakest evidence for causality because of the danger 
of incorrect extrapolation to individuals from regional or national data. However, for 
certain exposures that cannot normally be measured individually (such as air pollu- 
tion, pesticide residues in food, fluoride in drinking water), evidence from ecological 
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studies is very important. When causal relationships have already been established, 
well-designed ecological studies, particularly time series studies, can be very useful 
to quantify effects.” 

However, there are occasions when ecological studies provide good evidence for 
establishing causation. One such example relates to epidemics of asthma deaths. In 
1968 the sale of inhaled bronchodilators without prescription in England and Wales 
was stopped because the increase in asthma deaths in the period 1959-66 had been 
shown to coincide with a rise in bronchodilator sales. After the availability of inhaled 
bronchodilators was restricted, the death rate fell. A similar pattern was observed 
following restrictions on the availability of the inhaled bronchodilator fenoterol in 
New Zealand in 1989.78 


Judging the evidence 


Regrettably, there are no completely reliable criteria for determining whether an as- 
sociation is causal or not. Causal inference is usually tentative and judgements must 
be made on the basis of the available evidence: uncertainty always remains. Evidence 
is often conflicting and due weight must be given to the different types when deci- 
sions are made. In judging the different aspects of causation referred to above, the 
correct temporal relationship is essential; once that has been established, the greatest 
weight may be given to plausibility, consistency and the dose-response relationship. 
The likelihood of a causal association is heightened when many different types of 
evidence lead to the same conclusion. 

Evidence from well-designed studies is particularly important, especially if they 
are conducted in a variety of locations. The most important use of information about 
causation of diseases and injuries may be in the area of prevention, which we will 
discuss in the following chapters. When the causal pathways are established on the 
basis of quantitative information from epidemiological studies, the decisions about 
prevention may be uncontroversial. In situations where the causation is not so well 
established, but the impacts have great potential public health importance, the “pre- 
cautionary principle”? may be applied to take preventive action as a safety measure: 
this is called “precautionary prevention”. 


Study questions 


5.1 What is causal inference? 

5.2 What is meant by a “hierarchy of causes”? List the components of this hi- 
erarchy for a specific disease. 

5.3. Use the data in Table 1.2 to calculate the attributable fractions of smoking 
and asbestos exposure for lung cancer. If these fractions are added, the result 
is higher than 100%. Explain how this can occur and how these fractions can 
be used to assess prevention approaches. What additional data is needed to 
calculate the population-attributable risk for each of the two exposures? 

5.4 List the considerations commonly used to assess the causal nature of ob- 
served associations. 

5.5 A statistically significant association has been demonstrated in a case-control 
study between the use of a drug for asthma and young people’s risk of dying 
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from asthma. What more do you need to know before you recommend the 
withdrawal of the drug? 

5.6 During an outbreak of severe neurological disease of unknown cause, the 
families of the patients suggest that the cause is adulterated cooking oil of a 
particular brand. Based on considerations for causality in Table 5.1, what 
would you try to demonstrate first? What type of study would be suitable? 
At what stage would you intervene if the accumulating evidence showed that 
the oil might be the cause? 

5.7 Why is time-series analysis of short-term associations between an environ- 
mental exposure (such as hot weather) and mortality considered an accept- 
able method to assess causality? 

5.8 What is meant by meta-analysis, and which conditions have to be met for 
this to be applied to a set of studies? 

5.9 By combining the data in Figure 5.8 and Figure 5.9, you can calculate a dose- 
relationship for income level and ischaemic heart disease (IHD) mediated by 
fruit and vegetable consumption (FVC). Assuming that the upper and lower 
quintiles in Figure 5.8 for FVC correspond to the upper and lower two deciles 
in Figure 5.9, what would be the combined relative risk for IHD in the highest 
versus the lowest quintile of FVC in a population? Suggest public health 
actions that can reduce additional risk for the low-income groups. 
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Chapter 6 ; : 
Epidemiology and prevention: 


chronic noncommunicable 
diseases 


Key messages 


e Chronic noncommunicable diseases are major public health challenges in 
most countries. 

e The causes of chronic diseases are generally known and cost-effective inter- 
ventions are available. 

e A comprehensive approach is required for the prevention and control of these 
diseases. 

e Ultimately, primary prevention and control is the best strategy for the pre- 
vention of modern epidemics. 

e Targeting high-risk individuals with secondary and tertiary prevention are also 
ways to reduce the burden of chronic disease. 


The scope of prevention 


The decline in death rates that occurred during the nineteenth century in high-income 
countries was principally due to a decrease in deaths from infectious disease. 

Figure 6.1 shows tuberculosis death rates in England and Wales for the period 
1840-1968 and indicates the times of introduction of specific preventive and thera- 
peutic measures. Most of the decline in mortality took place before these interventions 
and has been attributed to improvements in nutrition, housing, sanitation and other 
environmental health measures. 


Recent trends in death rates 


In the last decades of the twentieth century, the declines in death rates from cardio- 
vascular disease have accelerated in high-income countries. Since the 1970s, death 
rates from heart disease and stroke have fallen by up to 70% in Australia, Canada, 
Japan, the United Kingdom and the United States of America. There have also been 
improvements in cardiovascular mortality rates in middle-income countries, such as 
Poland. These gains have been the result of a wide range of measures directed at both 
whole populations and individuals. The preventive potential for chronic diseases is 
enormous. (Box 6.1). A decline in death rates of an additional 2% per annum over 
10 years has the potential to avert the untimely deaths of 35 million people.’ 
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Figure 6.1. Age-standardized death rates from tuberculosis in England and 
Wales, 1840-1968' 
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The respective contributions of chronic and infectious conditions to total mor- 
tality has changed in the last century. For example, in Brazil infectious diseases 
accounted for 45% of all deaths in 1930, but only 5% in 2003 (Figure 6.2). In contrast, 
the proportion attributed to cardiovascular diseases increased from 12% in 1930 to 
31% in 2003. 





Figure 6.2. Changes in contribution of chronic and infectious conditions to total mortality in Brazilian state 
capitals, 1930-—2003* 
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However, mortality rates are influenced over time by the changing age structure 
of the population, as well as by waxing and waning epidemics. The changes in mor- 
tality rates in high-income countries have been particularly dramatic in the youngest 
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age groups, where infectious diseases used to account for most mortality. Traffic 
crashes are now the leading cause of death in childhood in many high-income 
countries. 


Preventive potential 


The changing patterns of mortality and morbidity indicate that major causes of disease 
are preventable. Yet even the healthiest person will succumb at some age, and the 
lifetime mortality risk for any population is 100%. However, most populations are 
affected by specific diseases which can be prevented. Studies of migrants show that 
they often develop the patterns of disease of host populations. For example, the rates 
of gastric cancer in people born in Hawaii to Japanese parents are lower than those 
of people born in Japan. After two generations in the USA, people of Japanese heri- 
tage have the same gastric cancer rate as the US population in general. The fact that 
it takes a generation or more for the rates to fall suggests the importance of an 
exposure — such as diet — in early life. 


Box 6.1. Chronic disease epidemiology: the basis of prevention 


Chronic diseases are the major cause of death in almost all countries and account for 36 million deaths each year (see Figure 7.1). 
This translates to 61% of the world’s deaths and 48% of the global burden of disease.* 20% of chronic noncommunicable 
disease deaths occur in high-income countries, and 80% occur in low- and middle-income countries - where most of the 
world’s population live. 

The leading chronic diseases are: 


e cardiovascular disease (CVD), especially coronary heart disease and stroke (17.5 million deaths); 
cancer (7.5 million deaths); 

e chronic respiratory disease (4 million deaths); and 

e diabetes (1.1 million deaths). 


Regional estimates indicate that chronic diseases are more frequent causes of death than communicable diseases worldwide, 
with the exception of the African region. 

Injuries - accounting for almost one in ten deaths — feature prominently in all regions, caused mostly by traffic crashes, 
occupational injuries and interpersonal violence. The burden of injuries is increasing in most low- and middle-income 
countries. 

Mental health problems are leading contributors to the burden of disease in many countries and contribute significantly 
to the incidence and severity of many chronic diseases, including cardiovascular diseases and cancer. Visual impairment and 
blindness, hearing impairment and deafness, oral diseases and genetic disorders are other chronic conditions that account 
for a substantial portion of the global burden of disease. 

Without greater attention to prevention, it has been estimated that by 2030 myocardial infarct, stroke and diabetes will 
account for four in ten deaths among adults (35-64 years) in low- and middle-income countries, compared with one in eight 
deaths in the same age group in the United States of America and other high-income countries.’ Projections suggest that 
over the next 10 years deaths due to chronic noncommunicable diseases will increase by 17%. This means that of the 
projected 64 million people who will die in 2015, 41 million will die of a chronic disease. However, large-scale prevention is 
feasible, as the causes of the major chronic diseases are known and are the same in all regions and population sub 
groups.*’ A small number of modifiable risk factors explain most new cases, and evidence-based interventions are available, 
cost-effective and widely applicable.? 





Geographical variation in disease occurrence within and between countries 
also provides important clues to preventive potential (Figure 6.3). In the United 
Kingdom age-standardized male lung cancer rates fell from 18 per 100 000 in 1950 


102 Chapter 6 


to 4 per 100 000 by 2000. In contrast, over the same period of time in France, male 
lung cancer rates increased. In France, the increase in tobacco use occurred some 
decades later than in the United Kingdom, and smoking rates started to decrease only 
after 1990. Similarly, global lung cancer rates in women continue to rise, but this 
increase has been avoided in the United Kingdom. '° 





Figure 6.3. Changes in lung cancer mortality at ages 35—44 in the United Kingdom and France, 1950-1999° 
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Box 6.2. Effect of risk factor burden on lifetime 
risk 


Epidemiologists investigate how the presence (or ab- 
sence) of major risk factors contribute to the decline in 
death rates from cardiovascular diseases.'''? The ab- 
sence of established risk factors at age 50 is associated 
with a very low lifetime risk of cardiovascular diseases. 
For example, an analysis of Framingham participants 
who were free of cardiovascular diseases at age 50 
showed that the presence of 2 or more major risk factors 
conferred a lifetime risk of eventually developing cardio- 
vascular disease of 69% in men and 50% in women. In 
comparison, those participants who had optimal risk 
profiles had lifetime risks of only 5.2% (men) and 8.2% 
(women) of developing cardiovascular disease. !? 
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Causation framework 


Epidemiology helps to identify modifiable causes of dis- 
ease. Fifty years of epidemiological studies of coronary 
heart disease have identified much about the causes, from 
individual risk factors to cellular mechanisms in the arterial 
wall. However, the large differences between populations 
in risk factor levels are still not well understood. Causal 
inference needs to account both for disease-causation in 
the individual and for the social, economic, environmental 
and political contributions — the so-called upstream de- 
terminants — that are beyond the control of individuals 
(Figure 6.4). 


Social determinants of health 
The social determinants of health are the conditions in 


which people live and work.'4 Addressing the social de- 
terminants of health is the fairest way to improve health 


for all people. Good medical care is vital, but the factors that can undermine people’s 
health - such as social position, housing conditions and occupational risks - need 
to be addressed to achieve equitable well being'*:'° Unfavourable social and environ- 
mental conditions may also lead to adverse behaviours, which can effect the levels 
of major risk factors for the main chronic diseases (Figure 6.4). 





Epidemiology and prevention: chronic noncommunicable diseases 


Figure 6.4. Determinants of health and their impact on chronic diseases 
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Public health nurses, medical sociologists, psychologists, health economists, 
ergonometrists, sanitary engineers, pollution control experts and occupational 
hygienists are all involved in disease-prevention efforts. As the limits of curative 
medicine become apparent and the costs of medical care escalate in all countries, 
disease prevention is gaining prominence. 


Levels of prevention 


The four levels of prevention, corresponding to different phases in the development 
of disease, are primordial, primary, secondary and tertiary. 

Each of these levels targets factors or conditions which have an established role 
in causing disease. In situations where the evidence of such a role is incomplete, but 
the risk of not preventing a public health threat is deemed too high, preventive actions 
may still be taken and can be labelled “precautionary prevention.” This approach is 
common in the environmental field, where the “precautionary principle” is used to 
avoid public health risks from processes or products. !7 

Approaches to prevention overlap and merge, yet all levels are important and 
complementary. Primordial and primary prevention contribute most to the health of 
the whole population, while secondary and tertiary prevention are generally focused 
on people who already have signs of disease (Table 6.1). 


Primordial prevention 


This level of prevention was identified as a result of increasing knowledge about 
the epidemiology of cardiovascular diseases. It is known that coronary heart disease 
occurs on a large scale only if the basic underlying cause is present, i.e. a diet 
high in saturated animal fat. Where this cause was largely absent - as in China and 
Japan - coronary heart disease remained a rare cause of mortality and morbidity, 
despite the high frequencies of other important risk factors such as cigarette smoking 
and high blood pressure. However, smoking-induced lung cancer is on the increase 
and strokes induced by high blood pressure are common in China and Japan. In some 
middle-income countries, cardiovascular disease is becoming important in the urban 
middle- and upper-income groups, who have already acquired high-risk behaviour. 
As socioeconomic development occurs, such risk factors can be expected to become 
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Table 6.1. Levels of prevention 





Level 


Phase of disease 


Aim 


Actions 


Target 





Primordial Underlying economic, 


Primary 


social, and environmental 
conditions leading to 
causation 


Specific causal factors 


Secondary Early stage of disease 


Establish and maintain 
conditions that minimize 
hazards to health 


Reduce the incidence of 
disease 


Reduce the prevalence of 
disease by shortening its 
duration 


Measures that inhibit the 
emergence of 
environmental, economic, 
social and behavioural 
conditions. 


Protection of health by 
personal and communal 


efforts, such as enhancing 
nutritional status, providing 


immunizations, and 
eliminating environmental 
risks. 


Measures available to 
individuals and 

communities for early 
detection and prompt 


Total population or 
selected groups; 
achieved through public 
health policy and health 
promotion. 


Total population, 
selected groups and 
individuals at high risk; 
achieved through public 
health programmes 


Individuals with 
established disease; 
achieved through early 
diagnosis and treatment. 





Tertiary Late stage of disease 


(treatment, rehabilitation) 


Reduce the number and/ 
orimpact of complications softening the impact of 


intervention to control 
disease and minimize 
disability (e.g. through 
screening programs). 


Measures aimed at Patients; achieved 
through rehabilitation. 
long-term disease and 

disability; minimizing 

suffering; maximizing 

potential years of useful 

life. 





more widespread. The aim of primordial prevention (Box 6.3) is to avoid the emer- 
gence and establishment of the social, economic and cultural patterns of living that 
are known to contribute to an elevated risk of disease. 


Box 6.3. Preventing air pollution 


Primordial prevention is needed to counter the global 
effects of air pollution, such as the greenhouse effect, 
acid rain, ozone-layer depletion and the health effects 
of smog. Atmospheric particulate matter and sulfur 
dioxide concentrations in many major cities exceed the 
maximum recommended by the World Health Organi- 
zation and the United Nations Environment Programme 


(UNEP). Cities in low- and middle-income countries 
that rely on coal as an energy supply are particularly 
affected. Public policies aimed at preventing these 
hazards are needed in most countries to protect health 
(see Chapter 9). Primordial prevention includes city 
planning that separates industrial from residential 
areas, facilitates public or “active” transport (walking, 
bicycling) and encourages energy conservation. 





The importance of primordial prevention is often re- 
alized too late. All countries need to avoid the spread of 
unhealthy lifestyles and consumption patterns. Primordial 
prevention of chronic disease should include national poli- 
cies and programmes on nutrition. Such programmes need 
to involve the agricultural sector, the food industry and 
the food import/export sector. Countries also need pro- 
grammes to promote regular physical activity. The exam- 
ple of tobacco use indicates that a high level of 
government commitment is required for effective primor- 
dial prevention. There is good evidence that tobacco 
consumption can be reduced by taxation and increased 
prices (Figure 6.5). The epidemiological evidence showing 
the harmful effects of tobacco use ultimately led to the 
Framework Convention on Tobacco Control in February 
2006, the first health treaty adopted by the Member States 
of the World Health Organization (see Chapter 10). 
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Figure 6.5. Inverse relation between real price of cigarettes and cigarette consumption, South Africa, 
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Primary prevention 


The purpose of primary prevention is to limit the incidence of disease by controlling 
specific causes and risk factors. Primary prevention efforts can be directed at: 


e the whole population with the aim of reducing average risk (the population or 
“mass” strategy); or 

e people at high risk as a result of particular exposures (the high-risk-individual 
strategy). 


Population strategy 


The population approach aims to shift the whole population distribution to the left 
on an imaginary x-axis: i.e. to reduce the mean population level of cholesterol (or 
blood pressure). The major advantage of the population strategy is that one does not 
have to identify the high-risk group but simply aim to reduce - by a small amount - 
the level of a given risk factor in the entire population. Its main disadvantage is that 
it offers little benefit to many individuals because their absolute risks of disease are 
quite low. For example, most people will wear a seat-belt while driving a car for their 
entire life without being involved in a crash. The widespread wearing of seat-belts 
has been very beneficial to the population as a whole, but little apparent benefit is 
accrued by those individuals who are never personally involved in a crash. This phe- 
nomenon has been called the prevention paradox. '® 

The high incidence of cardiovascular disease in most industrialized countries is 
due to the high levels of risk factors in the population as a whole, not to the problems 
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of a minority. The relationship between serum cholesterol and the risk of coronary 
heart disease (Figure 6.6), shows that the distribution of cholesterol is skewed a little 


Figure 6.6. Relationship between serum cholesterol (histogram) and mortality from 
coronary heart disease (interrupted line) in men aged 55-64 years”? 
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to the right. Only a small minority of the population have a serum cholesterol level 
above 8 mmol/l, i.e. a very high risk of coronary heart disease. Most of the deaths 
attributable to coronary heart disease occur in the middle range of the cholesterol 
level, where most of the population is. In this case, primary prevention depends on 
changes that reduce the average risk in the whole population, thus shifting the whole 
distribution to a lower level. 

Figure 6.7 compares the distribution of total cholesterol in three populations with 
different means. There is little overlap between people with high cholesterol levels in 
population A and population C. People with high cholesterol in population A would 
be considered to have low levels in population C. 

These data come from the WHO MONICA (MONItoring of trends and deter- 
minants in CArdiovascular disease) Project, which comprised population surveys 
done at least twice in a decade in 38 geographically defined populations in 21 
countries. '?:7° 

The figure also illustrates the principle that any cut-off point for determining 
prevalence is arbitrary, but shifting the population mean by a small amount has a 
large impact. Shifting the population distribution from high levels to low levels is the 
purpose of primary prevention. In Figure 6.7, we can observe that: 


e Population A with low mean cholesterol (4.0 mmol/l) also has a low prevalence 
of hypercholesterolaemia (6%), even if the cut-off point for determining preva- 
lence is set at > 5.0 mmol/l. 
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e Population B with a mean cholesterol of 5.4 mmol/l would classify almost two 
thirds of the population (64%) as having “high” cholesterol if the cut-off point 
were > 5.0 mmol/l, but only 15% if the cut-off point were 6.2 mmol/l. 

e The area under the curve in population C includes almost everyone if the cut- 


off point is set as low as > 5.0 mmol/l. 





Figure 6.7. Total cholesterol (mmol/l) distribution in three populations: A (low), 


B (average) and C (high).”' 
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High-risk individual strategy 





The alternative approach is to focus on individuals above an arbitrary cut-off point in 
an attempt to reduce the cholesterol levels in those individuals. Although the high- 


risk-individual strategy (which aims to protect susceptible 
persons) is most efficient for the people at greatest risk of 
a specific disease, these people may contribute little to the 
overall burden of the disease in the population. However, 
if people with established disease are included in this high- 
risk group, the strategy will contribute more to the overall 
reduction in the burden of disease (Box 6.4). The main 
disadvantage of the high-risk-individual strategy is that it 
usually requires a screening programme to identify the 
high-risk group, something that is often difficult and 
costly. Table 6.2 lists the advantages and disadvantages 
of the two strategies. 

Combining the population strategy and a high-risk 
strategy is useful in many situations. Table 6.3 compares 
both approaches to the prevention of diabetes and obesity. 


Box 6.4. High-risk strategy: smoking cessation 


Smoking cessation programmes provide an excellent ex- 
ample of a high-risk strategy and are appropriate since 
most smokers wish to abandon the habit; thus individ- 
ual smokers and the physicians concerned are usually 
strongly motivated. The benefits of intervention directed 


at high-risk individuals are likely to outweigh any adverse 
effects, such as the short-term effects of nicotine with- 
drawal. If the high-risk strategy is successful, it also 
benefits nonsmokers by reducing their passive smoking. 
Such programmes are more likely to be effective when 
complemented by population approaches to tobacco 
control. 





The high-risk strategy is also more relevant when focused on individuals at high overall 
risk rather than those at high risk in terms of a single risk factor. For example, decisions 
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Table 6.2. Advantages and disadvantages of primary prevention strategies"® 22 





Feature Population strategy 


High-risk-individual strategy 





Advantages Radical 


Large potential for whole 


population 
Behaviourally approp 


Disadvantages 


Poor motivation of su 


Poor motivation of physicians 
Benefit-to-risk ratio may be low 


Small benefit to individuals 


Appropriate for individuals 
Subject motivation 


riate Physician motivation 

Favourable benefit-to-risk ratio 
Difficulties in identifying high-risk 
individuals 

Temporary effect 

Limited effect 


Behaviourally appropriate 


bjects 





about clinical treatment for individuals with high blood pressure or cholesterol need 
to account for other factors such as age, sex, tobacco use or diabetes. 





Table 6.3. Approaches to the prevention of diabetes and obesity 








Feature Population approach High-risk approach 

Description Programmes to reduce the risk across a whole Programmes to reduce risk in people with a high 
population by a small amount (e.g. a small decrease risk of developing diabetes (e.g. a major weight 
in average body mass index in a whole community). reduction in the pre-obese and obese). 

Techniques Environmental change (legislation, public policy, Clinical prevention services (screening, case- 
pricing); finding and evidence-based clinical practice); 
Lifestyle modification (social marketing, media Lifestyle modification (behavioural counselling, 
advocacy). patient education, development of self-care skills). 

Impact Improved behavioural patterns across the whole Reduced disease incidence among people at high 
population, caused partly by automatic choices due risk (reduced stroke among people treated for 
to supportive environments (pedestrian-only areas hypertension, or reduced diabetes among people 
increase physical activity by default among people with impaired glucose tolerance due to intensive 
who frequent those areas). lifestyle change). 

Cost Small cost per person multiplied by large High cost per person for a relatively small number 


population. 


Impact on lifestyle is seen in the short-term 
(reduced fat intake follows automatically after a 
food product’s composition is reformulated; tobacco 
consumption falls immediately after effective 
legislative measures are enforced). 


Timing of results 


of persons. 


Impact on lifestyle seen within one to two years of 
initiating programme of intensive education, 
counselling, support and follow-up. Medium-term 
outcomes of reduced disease incidence seen for 
diabetes. 





Secondary prevention 


Secondary prevention aims to reduce the more serious consequences of disease 
through early diagnosis and treatment. It comprises the measures available to 
individuals and populations for early detection and effective intervention. It is directed 
at the period between the onset of disease and the normal time of diagnosis, and 
aims to reduce the prevalence of disease. 

Secondary prevention can be applied only to diseases in which the natural history 


includes an early period when it is 


easily identified and treated, so that progression 


to a more serious stage can be stopped. The two main requirements for a useful 
secondary prevention programme are a safe and accurate method of detecting the 


disease — preferably at a preclinical 


stage — and effective methods of intervention. 
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Cervical cancer provides an example of the importance of secondary prevention 
and of the difficulties of assessing the value of prevention programmes. 

Figure 6.8 shows an association between screening rates and reductions in the 
death rate from cervical cancer in selected Canadian provinces in the 1970s.7> 74 The 
data were initially questioned because the mortality rates for cervical cancer were 
already decreasing before organized screening programmes started. Other studies 
have since supported the value of such screening programmes, which are now widely 
applied in many - but not all - countries. Few low- and middle-income countries 
have the infrastructure for organized screening programs, and most women in low- 
income countries do not have access to routine screening.” With the advent of an 
effective vaccine for human papillomavirus, cervical cancer may eventually become 
an example of a disease for which primary prevention measures predominate. 





Figure 6.8. Relationship between decrease in death rates from cancer of the cervix 
between 1960-62 and 1970-72 and population screening rates in Canadian 
provinces? 24 
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Other examples of secondary prevention measures that are widely used include 
testing of eyesight and hearing in school-age children, screening for high blood pres- 
sure in middle age, testing for hearing loss in factory workers, and skin testing and 
chest radiographs for the diagnosis of tuberculosis. 


Tertiary prevention 


Tertiary prevention is aimed at reducing the progress or complications of established 
disease and is an important aspect of therapeutic and rehabilitation medicine. It 
consists of the measures intended to reduce impairments and disabilities, minimize 
suffering caused by poor health and promote patients’ adjustment to incurable 
conditions. Tertiary prevention is often difficult to separate from treatment, since 
the treatment of chronic disease has as one of its central aims the prevention of 
recurrence. 
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The rehabilitation of patients with poliomyelitis, strokes, injuries, blindness and 
other chronic conditions is essential to their ability to take part in daily social life. 
Tertiary prevention can improve individual and family well being and income. An 
important aspect of tertiary prevention — particularly for younger people afflicted by 
illness or injury — is restoring their ability to work and earn a livelihood. If welfare 
systems are not functioning, even a temporary period of ill-health may cause severe 
economic hardship for the patient and his or her family. Epidemiological studies need 
to include the economic situation of people with ill-health as one of the crucial social 
determinants of health outcomes. 


Screening 


Screening people for disease — or risk factors which predict disease — is motivated by 
the potential benefits of secondary prevention through early detection and treatment. 


Definition 


Screening is the process of using tests on a large scale to identify the presence 
of disease in apparently healthy people. Screening tests do not usually establish a 
diagnosis, but rather the presence or absence of an identified risk factor, and thus 
require individual follow-up and treatment. As the recipients of screening are usually 
people who have no illness it is important that the screening test itself is very unlikely 
to cause harm.” Screening can also be used to identify high exposure to risk factors. 
For instance, children’s blood samples can be screened for lead in areas of high use 
of lead in paint. 


Types of screening 


Box 6.5. Targeted screening 


When targeted screening is done in groups with occu- There are different types of screening, each with specific 
pational exposures, the criteria for screening are not 


necessarily as strict as those for general population 
screening. The health effect that is prevented may be 
minor (nausea or headache), but screening may be a 
high priority if the effect reduces the patient’s ability to 
work. Many health effects from exposure to environ- 
mental hazards are graded, and preventing a minor effect 
may also prevent more serious effects. Targeted screen- 
ing can be legally required — for example, in miners or 
people working with lead or chromium — and used in 


aims: 


e mass screeningaims to screen the whole population (or 
subset); 

e multipleor multiphasic screening uses several screening 
tests at the same time; 

e targeted screening of groups with specific exposures, 
e.g. workers in lead battery factories, is often used in 
environmental and occupational health (Box 6.5); and 

the follow-up to environmental pollution incidents, e case-finding ot opportunistic screening is aimed at pa- 

such as methyl-mercury poisoning (Minamata disease) tients who consult a health practitioner for some other 


in Japan in the 1960s (see Chapter | and Chapter 9). purpose. 





Criteria for screening 


Table 6.4 lists the main criteria for establishing a screening programme.’ These relate 
to the characteristics of the disorder or disease, its treatment and the screening test. 
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Above all, the disease should be one that would prove serious if not diagnosed early; 
inborn metabolic defects such as phenylketonuria meet this criterion, as do some 
cancers, such as cancer of the cervix. 





Table 6.4. Requirements for instituting a medical screening programme 





Disorder Well-defined 
Prevalence Known 


Natural history Long period between first signs and overt disease; medically 
important disorder for which there is an effective remedy 


Test choice Simple and safe 

Test performance Distributions of test values in affected and unaffected individuals 
known 

Financial Cost-effective 

Facilities Available or easily provided 

Acceptability Procedures following a positive result are generally agreed upon and 
acceptable to both the screening authorities and to those screened. 

Equity Equity of access to screening services; effective, acceptable and safe 


treatment available 





In addition, several issues need to be addressed before establishing a screening 
programme. 


Costs 

The costs of a screening programme must be balanced against the number of cases 
detected and the consequences of not screening. Generally, the prevalence of the 
preclinical stage of the disease should be high in the population screened, but occa- 
sionally it may be worthwhile to screen even for diseases of low prevalence which 
have serious consequences, such as phenylketonuria. If children with phenylketonuria 
are identified at birth, they can be given a special diet that will allow them to develop 
normally. If they are not given the diet, they become mentally retarded and require 
special care throughout life. In spite of the low incidence of this metabolic disease 
(2-4 per 100 000 births), secondary prevention screening programmes are highly 
cost-effective. 


Lead time 

The disease must have a reasonably long lead time; that is, the interval between the 
time when the disease can be first diagnosed by screening and when it is usually 
diagnosed in patients presenting with symptoms. Noise-induced hearing loss has a 
very long lead time; pancreatic cancer usually has a short one. A short lead time 
implies a rapidly progressing disease, and treatment initiated after screening is unlikely 
to be more effective than that begun after the more usual diagnostic procedures. 


Length bias 

Early treatment should be more effective in reducing mortality or morbidity than 
treatment begun after the development of overt disease, as, for example, in the treat- 
ment of cervical cancer in situ. A treatment must be effective and acceptable to people 
who are asymptomatic. If treatment is ineffective, earlier diagnosis only increases the 
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time period during which the participant is aware of the disease; this effect is known 
as length bias or length/time bias. 


Screening test 

The screening test itself must be cheap, easy to apply, acceptable to the public, reliable 
and valid. A test is reliable if it provides consistent results, and valid if it correctly 
categorizes people into groups with and without disease, as measured by its sensi- 
tivity and specificity. 


e Sensitivity is the proportion of people with the disease in the screened popu- 
lation who are identified as ill by the screening test. (When the disease is 
present, how often does the test detect it?) 

e Speciticityis the proportion of disease-free people who are so identified by the 
screening test. (When the disease is absent, how often does the test provide 
a negative result?) 


The methods for calculating these measures and the positive and negative predictive 
values are given in Table 6.5. 

Although a screening test ideally is both highly sensitive and highly specific, we 
need to strike a balance between these characteristics, because most tests cannot do 
both. We determine this balance by an arbitrary cut-off point between normal and 
abnormal. If we want to increase sensitivity and to include all true positives, we are 
obliged to increase the number of false positives, which means decreasing specificity. 
Reducing the strictness of the criteria for a positive test can increase sensitivity, but 
by doing this the test’s specificity is reduced. Likewise, increasing the strictness of 
the criteria increases specificity but decreases sensitivity. We also need to account 
for predictive value when interpreting the results of screening tests. 





Table 6.5. Validity of a screening test 





Disease status 





Present Absent Total 
Screening test Positive a b a+b 
Negative c d c+d 
Total a+c b+d a+b+c+d 


a = No. of true positives, b = No. of false positives, 
c = No. of false negatives, d = No. of true negatives 


Sensitivity = probability of a positive test in people with the disease 
= a/(atc) 
Specificity = probability of a negative test in people without the disease 
= d/(b+d) 
Positive predictive value = probability of the person having the disease when the test 
is positive 
= a/(a+b) 
Negative predictive = probability of the person not having the disease when the 
value test is negative 


= d/(c+d) 
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Decisions on the appropriate criteria for a screening test depend on the conse- 
quences of identifying false negatives and false positives. For a serious condition in 
newborn children, it might be preferable to have high sensitivity and to accept the 
increased cost of a high number of false positives (reduced specificity). Further follow- 
up would then be required to identify the true positives and true negatives. 


Natural history 

Above all, establishing appropriate criteria requires considerable knowledge of the 
natural history of the disease in question and of the benefits and costs of treatment. 
Adequate facilities must exist for formal diagnosis, treatment and follow-up of newly 
diagnosed cases, which could otherwise overwhelm the health services. Finally, the 
screening policy and programme must be accepted by all the people involved: ad- 
ministrators, health professionals and the public. 


Impact 

The value of a screening programme is ultimately deter- 
mined by its effect on morbidity, mortality and disability. 
Ideally, information should be available on disease rates 
in people whose disease was identified through screening 
and in those whose disease was diagnosed on the basis 


Box 6.6. Breast cancer screening: a case study 


A randomized controlled trial of 60 000 insured women 
aged 40-64 who were followed for up to 23 years found 
that mammography was effective in reducing mortality 


from breast cancer (Table 6.6). Ten years after entry into 
of symptoms. Because differences are likely to exist be- the study, the breast cancer mortality was about 29% 


tween people who take part in screening programmes and lower among women who been screened than among 
people who do not, the best evidence for the effectiveness those who had not; at 18 years, the rate was about 23% 


of screening comes from the results of randomized con- lower. 


trolled trials (Box 6.6). 








Table 6.6. Breast cancer mortality rates at follow-up” 








No. of women No. of deaths (from start of follow-up) 
with breast cancer 
5 years 10 years 18 years 
Screened group 307 39 95 126 
Control group 310 63 133 163 
% difference 38.1 28.6 22.7 





This re/ative reduction in mortality from breast cancer of 23%-29% looks less 
impressive when considered in absolute terms (the absolute mortality reduction was 
0.05% of women screened). Another randomized control trial from the Swedish Na- 
tional Health Board showed a relative benefit of similar magnitude (31%), but also 
indicated that this represented a net benefit of 4 deaths averted for 10 000 women 
screened. 

In these studies, the marginal improvement in terms of reduced mortality was 
only perceptible in women over 50 years of age. A much greater benefit in life-years 
gained would be achieved if screening mammography delayed death from breast 
cancer in younger women, but unfortunately this is not the case.” 

Finally, the best preventive strategy does not necessarily include screening.*° 
Where an important risk factor (such as tobacco use, raised blood pressure or physical 
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inactivity) can be reduced without selecting a high-risk group for preventive action, 
it is better to concentrate on available resources and use public policy and environ- 
mental measures to establish mass approaches to prevention. 


Study questions 


6.1 


6.2 


6.3 
6.4 


Describe the four levels of prevention. Give examples of action at each level 
which would be appropriate as part of a comprehensive programme to prevent 
stroke. 

Which of the two approaches to primary prevention of diabetes and obesity 
outlined in Table 6.3 is preferable? 

What characteristics of a disease would indicate its suitability for screening? 
What epidemiological study designs can be used to evaluate a screening 
programme? 
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Chapter 7 ; ; 
Communicable diseases: 


epidemiology 
surveillance and response 


Key messages 


e New communicable diseases emerge and old ones re-emerge in the context 
of social and environmental change. 

e Current burdens of communicable diseases make them a continuing threat 
to public health in all countries. 

e Epidemiological methods enable surveillance, prevention and control of com- 
municable disease outbreaks. 

e The International Health Regulations aim to facilitate the control of new epi- 
demics. 


Introduction 


Definitions 


A communicable (or infectious) disease is one caused by transmission of a specific 
pathogenic agent to a susceptible host. Infectious agents may be transmitted to 
humans either: 


e directly, from other infected humans or animals, or 
e indirectly, through vectors, airborne particles or vehicles. 


Vectors are insects or other animals that carry the infectious agent from person to 
person. Vehicles are contaminated objects or elements of the environment (such as 
clothes, cutlery, water, milk, food, blood, plasma, parenteral solutions or surgical 
instruments). 

Contagious diseases are those that can be spread (contagious literally means “by 
touch”) between humans without an intervening vector or vehicle. Malaria is there- 
fore a communicable but not a contagious disease, while measles and syphilis are 
both communicable and contagious. Some pathogens cause disease not only through 
infection but through the toxic effect of chemical compounds that these produce. 
For example, Staphylococcus aureus is a bacteria that can infect humans directly, but 
staphylococcal food poisoning is caused by ingestion of food contaminated with a 
toxin that the bacteria produces. 
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Box 7.1. Global burden of communicable disease 


Communicable diseases account for 14.2 million deaths 
each year (Figure 7.1). Another 3.3 million deaths are 
attributable to maternal and perinatal conditions and 
nutritional deficiencies. Together these account for 30% 
of the world’s deaths and 39% of the global burden of 
disability. ' 

Six causes account for almost half of all premature 
deaths, mostly in children and young adults, and ac- 
count for almost 80% of all deaths from infectious 
diseases: 


e Acute respiratory infections (3.76 million) 
e HIV/AIDS (2.8 million) 

e Diarrhoeal diseases (1.7 million) 

e Tuberculosis (1.6 million) 

e Malaria (1 million) 

e Measles (0.8 million) 


Most of these deaths occur in low-income coun- 
tries. WHO projections suggest that - due to better 
prevention — total deaths from these causes will decline 
by 3% over the next 10 years. 





Figure 7.1. Projected main causes of death 
worldwide, all ages, 2005: total deaths 58 million’ 
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Role of epidemiology 


Epidemiology developed from the study of outbreaks of 
communicable disease and of the interaction between 
agents, hosts, vectors and reservoirs. The ability to de- 
scribe the circumstances that tend to spark epidemics in 
human populations - war, migration, famine and natural 
disasters —- has increased human ability to control the 
spread of communicable disease through surveillance, 
prevention, quarantine and treatment. 


The burden of communicable 
disease 


The estimated global burden of communicable diseases - 
dominated by HIV/AIDS, tuberculosis and malaria — is 
shown in Box 7.1. Emerging diseases such as viral haem- 
orrhagic fevers, new variant Creutzfeld-Jakob disease and 
severe acute respiratory syndrome (SARS), as well as re- 
emerging diseases including diphtheria, yellow fever, 
anthrax, plague, dengue and influenza place a large and 
unpredictable burden on health systems, particularly in 
low-income countries.” 


Threats to human security and 
health systems 


Communicable diseases pose an acute threat to individual 
health and have the potential to threaten collective human 
security. While low-income countries continue to deal 
with the problems of communicable diseases, deaths due 
to chronic diseases are rapidly increasing, especially in 
urban settings (see Chapter 6). Although high-income 
countries have proportionally less communicable disease 
mortality, these countries still bear the costs of high mor- 
bidity from certain communicable diseases. For example, 
in high-income countries, upper respiratory tract infec- 
tions cause significant mortality only at the extremes of 
age (in children and elderly people). However, the asso- 
ciated morbidity is substantial, and affects all age-groups 
(Figure 7.2). 

Using epidemiological methods to investigate and 
control communicable disease is still a challenge for the 
health profession. Investigation must be done quickly and 
often with limited resources. The consequences of a suc- 
cessful investigation are rewarding, but failure to act 
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effectively can be damaging. In the AIDS pandemic, 25 years of pidemiological studies 
have helped to characterize the agent, modes of transmission and effective means of 
prevention. However, despite this knowledge, the estimated global prevalence of HIV 
in 2006 was 38.6 million cases, with 3 million deaths per year. 


Epidemic and endemic disease 
Epidemics 


Epidemics are defined as the occurrence of cases in excess of what is normally 
expected in a community or region. When describing an epidemic, the time period, 
geographical region and particulars of the population in which the cases occur must 
be specified. 
The number of cases needed to define an epidemic 
varies according to the agent, the size, type and suscep- Figure 7.2. Projected main causes of burden of 
tibility of population exposed, and the time and place of disease in disability adjusted life years (DALYs), all 
occurrence. The identification of an epidemic also de- ages, 2005' 
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of the year. A very small number of cases of a disease not 
previously recognized in an area, but associated in time 
and place, may be sufficient to constitute an epidemic. For 
example, the first report on the syndrome that became 
known as AIDS concerned only four cases of Preumocys- 
tis carinii pneumonia in young homosexual men.’ Previ- 
ously this disease had been seen only in patients with 
compromised immune systems. The rapid development of 
the epidemic of Kaposi sarcoma, another manifestation of 
AIDS, in New York is shown in Figure 7.3: 2 cases occurred 
in 1977 and 1978 and by 1982 there were 88 cases.4 B a 

The dynamic of an epidemic is determined by the 13% 28% 
characteristics of its agent and its pattern of transmission, 
and by the susceptibility of its human hosts. The three 
main groups of pathogenic agents act very differently in this respect. A limited number 
of bacteria, viruses and parasites cause most epidemics, and a thorough understand- 
ing of their biology has improved specific prevention measures. Vaccines, the most 
effective means of preventing infectious diseases, have been developed so far only 
for some viral and bacterial diseases. If the attempt to make a malaria vaccine is 
successful, this will be the first vaccine for a parasitic disease. Vaccines work on both 
an individual basis, by preventing or attenuating clinical disease in a person exposed 
to the pathogen, and also on a population basis, by affecting herd immunity 
(Figure 7.4). 

In a point-source epidemic, susceptible individuals are exposed more or less 
simultaneously to one source of infection. This results in a very rapid increase in the 
number of cases, often in a few hours. The cholera epidemic (a bacterial disease) 
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Figure 7.3. Kaposi sarcoma in New York‘ 
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described in Chapter | is an example of a point-source epidemic, one in which ef- 
fective control (by removing access to the source) was possible 30 years before the 
actual agent was identified (Figure 7.5). 


Figure 7.4. Herd immunity. Black circles show individuals infected by a contagious 
disease, white circles are individuals who are not affected, and the grey circle 
represents the one person who was immune. The arrows show the direction of 
transmission. In A, all individuals were susceptible, and all were affected. In B, only 
one individual was immune, yet four were protected, even though three of them 
were susceptible." 


° 
pr? : 
en. e e —— o 
"ia ae 
ô 0) 
— e —— ee o -0 =a © 
bN S o 
° ° aa" 
ere e 
Se = 
A e ° B ë 


In a contagious, or propagated, epidemic the disease is passed from person to 
person and the initial rise in the number of cases is slower. The number of susceptible 
individuals and the potential sources of infection are the critical factors in determining 
the spread of disease. For example, SARS was first recognized as a global threat in 
March 2003. It spread rapidly to 26 countries, affecting adult men and women, with 
a fifth of all cases occurring among health-care workers (see Chapter 1). 
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Figure 7.5. Cholera epidemic in London, August-September 1854° 
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Endemic diseases 


Communicable diseases are termed endemic when they have a relatively stable 
pattern of occurrence in a given geographical area or population group at relatively 
high prevalence and incidence. Endemic diseases such as malaria are among the major 
health problems in low-income tropical countries. If conditions change in the host, 
the agent or the environment, an endemic disease may become epidemic. For exam- 
ple, improved smallpox control in Europe was reversed during the First World War 
(Table 7.1). 





Table 7.1. Deaths from smallpox in selected European countries, 1900-1919 





Country 1918 population Number of reported deaths 
(millions) 


1900-04 1905-09 1910-14 1915-19 





Finland 3 295 155 182 1 605 
Germany 65 165 231 136 1 323 
Italy 34 18 590 2 149 8773 17 453 
Russia 134 218 000 221 000 200 000 535 000 





4|Includes nonfatal cases. 


The HIV epidemic is an example of an infectious disease that has become en- 
demic in many areas, while in other areas it still causes epidemics in previously 
unexposed populations.® 
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Box 7.2. Global Outbreak Alert and Response 
Network (GOARN) 


The Global Outbreak Alert and Response Network 
(GOARN) was developed in response to SARS to deal 
with epidemic-prone and emerging diseases. GOARN is 
a collaborative framework between institutions and net- 
works that pool human and technical resources for rapid 
identification, confirmation of and response to out- 
breaks of international importance. This network con- 


tributes to global health security by: 


e combating the international spread of outbreaks; 
e ensuring that appropriate technical assistance 
reaches affected states rapidly; and 
e assisting long-term epidemic preparedness and ca- 
pacity building. 
All countries are obliged to report diseases of potential 
public health significance to WHO under the terms of 
the revised International Health Regulations (Box 7.3). 





In the cases of malaria and dengue fever, where 
mosquitoes are the vectors, the endemic areas are con- 
strained by climate. If the area is too cold or dry and the 
vector cannot survive or reproduce, the disease does not 
become endemic. Global warming is changing the climate 
in some parts of the world in ways that increase the size 
of the endemic areas, and these vector-borne diseases are 
spreading to new areas.’ 


Emerging and re-emerging 
infections 


In the last decades of the 20th century, more than 30 pre- 
viously unknown or formerly well controlled communica- 
ble diseases emerged or re-emerged, with devastating 
consequences.” Of these, HIV/AIDS has had the great- 
est impact. The viral haemorrhagic fevers include: Ebola, 
Marburg, Crimean-Congo, yellow fever, West Nile and 
dengue. Other problematic viruses include poliomyelitis, 


the SARS coronavirus and influenza A. A small epidemic of new variant Creutzfeldt- 
Jakob disease in humans followed an epidemic of bovine spongiform encephalopathy 
in cattle. Among the bacterial diseases, anthrax, cholera, typhoid, plague, borelliosis, 
brucellosis and Buruli ulcer are proving difficult to control. Malaria leads the parasitic 


Box 7.3. International Health Regulations 


The purpose of the International Health Regulations is 
to maximize protection against the international spread 
of diseases, while minimizing interference with world 
travel and trade.'' !? 

The International Health Regulations adopted in 
1969 were designed to control four infectious diseases: 
cholera, plague, yellow fever and smallpox. The revised 
International Health Regulations of 2005 were devel- 
oped to manage public health emergencies of interna- 


tional concern, regardless of the particular pathogen. 
The new regulations oblige countries to: 


e notify WHO of all “public health emergencies of 
international concern”; 

e verify outbreaks at WHO's request: 

e maintain national core capacity for early warning 
and response; and 

© cooperate with rapid international risk assessment 
and assistance. 





diseases in terms of burden, but trypanosomiasis, leish- 
maniasis and dracunculiasis are also defying eradication 
efforts. These threats to human health in the 21* century 
require international coordination for effective surveillance 
and response (Box 7.2). 

While some of these emerging diseases appear to be 
genuinely new, others, such as viral haemorrhagic fever, 
may have existed for centuries yet were recognized only 
recently because ecological or other environmental 
changes have increased the risk of human infection, or the 
ability to detect such infection has improved. This is called 
ascertainment bias, and is difficult to quantify. Changes 
in hosts, agents and environmental conditions are thought 
to be responsible for epidemics like the ones of diphtheria, 
syphilis and gonorrhea in the early 1990s in the newly 
independent states of eastern Europe. 

Influenza pandemics arise when a novel influenza 
virus emerges, infects humans and spreads efficiently 
among them. The virus of most recent concern is the HSNI 
strain of influenza A (Box 7.4), one of many viruses that 
usually infect poultry and migratory birds. Severe influenza 


pandemics in 1918, 1957 and 1968 caused the deaths of tens of millions of people; 
for example, between 40 million and 50 million people died in the 1918 pandemic. 
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Based on projections from the 1957 pandemic, between | million and 4 million hu- 
man deaths could occur if the H5N1 virus mutates to cause a readily transmissible 


form of human influenza.'* 


Chain of infection 


Communicable diseases occur as a result of the interaction 
between: 


the infectious agent 

the transmission process 
the host 

the environment. 


The control of such diseases may involve changing one or 
more of these components, the first three of which are 
influenced by the environment. These diseases can have 
a wide range of effects, varying from silent infection — with 
no signs or symptoms - to severe illness and death. 

The major thrust of communicable disease epidemi- 
ology is to clarify the processes of infection to develop, 
implement and evaluate appropriate control measures. 
Knowledge of each factor in a chain of infection may be 
required before effective intervention can take place. How- 
ever, this is not always necessary; it may be possible to 
control a disease with only a limited knowledge of its spe- 
cific chain of infection. For example, improvement of the 


Box 7.4. Epidemiology and avian influenza 


Poultry farms were affected by the highly pathogenic 
HSNI virus in 2003 in Asia, and outbreaks spread to 
parts of Europe and Africa in 2005-06 as 40 million birds 
were slaughtered in an attempt to contain the spread of 
this virus. People are not easily infected: most of the 258 
human cases confirmed by November 2006 had a his- 
tory of direct and prolonged contact with infected 
poultry or domestic ducks.'4 However, this low trans- 
missibility has to be seen in the context of a very high 
case-fatality rate: 50% of these confirmed cases died. 
The incubation period in humans is 2-8 days. The virus 
causes a high fever leading to pneumonia which does 
not respond to antibiotics. This virus theoretically has 
the potential of evolving to a form that can be spread 
easily between people.'> The main strategy for address- 
ing a potential human pandemic is to contain outbreaks 
in poultry as well as in humans, prevent the spread of 
the H5NI virus to new countries and reduce the oppor- 
tunities for human infections. '*-!° 





water supply in London in the 1850s prevented further cholera epidemics decades 
before the responsible agent was identified. However, knowledge alone is not suffi- 
cient to prevent epidemics, and cholera remains an important cause of death and 


disease in many parts of the world. 


The infectious agent 


A large number of microorganisms cause disease in humans. Infection is the entry 
and development or multiplication of an infectious agent in the host. Infection is not 
equivalent to disease, as some infections do not produce clinical disease. The specific 
characteristics of each agent are important in determining the nature of the infection, 


which is determined by such factors as: 


e The pathogenicity of the agent: its ability to produce disease, measured by 
the ratio of the number of persons developing clinical illness to the number 


exposed. 


e Virulence: a measure of the severity of disease, which can vary from very low 
to very high. Once a virus has been attenuated in a laboratory and is of low 
virulence, it can be used for immunization, as with the poliomyelitis virus. 

e /nfective dose. the amount required to cause infection in susceptible subjects. 
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e The reservoir of an agent: its natural habitat, which may include humans, 
animals and environmental sources. 

e The source of infection: the person or object from which the host acquires 
the agent. Knowledge of both the reservoir and the source is necessary if 
effective control measures are to be developed. An important source of in- 
fection may be a carrier — an infected person who shows no evidence of clinical 
disease. The duration of the carrier state varies between agents. Carriers can 
be asymptomatic throughout the course of infection or the carrier state may 
be limited to a particular phase of the disease. Carriers played a large role in 
the worldwide spread of the human immunodeficiency virus due to inadver- 
tent sexual transmission during the long asymptomatic period. 


Transmission 


The second link in the chain of infection is the transmission or spread of an infectious 
agent through the environment or to another person. Transmission may be direct or 
indirect (Table 7.2). 





Table 7.2. Modes of transmission of an infectious agent 








Direct transmission Indirect transmission 

Touching Vehicle-borne (contaminated food, water, 
Kissing towels, farm tools, etc.) 

Sexual intercourse Vector-borne (insects, animals) 

Other contact (e.g. childbirth, medical Airborne, long-distance (dust, droplets) 
procedures, injection of drugs, Parenteral (injections with contaminated 
breastfeeding) syringes) 


Airborne, short-distance (via droplets, 
coughing, sneezing) 


Transfusion (blood) 
Transplacental 





Direct transmission 

Direct transmission is the immediate transfer of the infectious agent from an infected 
host or reservoir to an appropriate entry point through which human infection can 
take place. This may be by direct contact such as touching, kissing or sexual inter- 
course, or by the direct spread of droplets by sneezing or coughing. Blood transfusions 
and transplacental infection from mother to fetus are other important means of direct 
transmission. 


Indirect transmission 

Indirect transmission may be vehicle-borne, vector-borne or airborne. Vehicle-borne 
transmission occurs through contaminated materials such as food, clothes, bedding 
and cooking utensils. Vector-borne transmission occurs when the agent is carried by 
an insect or animal (the vector) to a susceptible host; the agent may or may not 
multiply in the vector. Long-distance airborne transmission occurs when there is 
dissemination of very small droplets to a suitable point of entry, usually the respiratory 
tract. Dust particles also facilitate airborne transmission, for example, of fungal spores. 
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It is important to distinguish between types of transmission when selecting 
control methods. Direct transmission can be interrupted by preventing contact with 
the source; indirect transmission requires different approaches, such as the provision 
of mosquito nets, adequate ventilation, cold storage for foods or sterile syringes and 
needles. 


Host 


The host is the third link in the chain of infection and is defined as the person or 
animal that provides a suitable place for an infectious agent to grow and multiply 
under natural conditions. The points of entry to the host vary with the agent and 
include the skin, mucous membranes, and the respiratory and gastrointestinal tracts. 

The reaction of the host to infection is extremely variable, being determined by 
the interaction between host, agent and mode of transmission. The spectrum of this 
reaction ranges from no apparent signs or symptoms to severe clinical illness, with all 
possible variations between these two extremes. The incubation period—the time 
between entry of the infectious agent and the appearance of the first sign or symptom 
of the disease—varies from a few hours (staphylococcal food poisoning) to years 
(AIDS). 

The consequences of infection are largely determined by the host's resistance. 
Such resistance is usually acquired through previous exposure to or immunization 
against the agent in question. Immunization (or vaccination) is the protection of 
susceptible individuals from communicable disease by the administration of a vac- 
cine, which can be: 


a living modified infectious agent (as for measles) 
inactivated organisms (as for pertussis) 

an inactive toxin (as for tetanus) 

bacterial polysaccharides. 


Antibodies - which are formed as part of the natural immune response to pathogens — 
can be pooled from blood donations and given as post-exposure prophylaxis for a 
few diseases (such as rabies, diphtheria, varicella-zoster and hepatitis B) to people 
that have not been adequately immunized. This is called passive immunization, and 
is done ona much smaller scale than active immunization due to its risks, indications 
and cost. Passive transmission of maternal antibodies through the placenta can also 
confer resistance to infection in the fetus. 


Environment 


The environment plays a critical role in the development of communicable diseases. 
General sanitation, temperature, air pollution and water quality are among the factors 
that influence all stages in the chain of infection (see Chapter 9). In addition, so- 
cioeconomic factors — such as population density, overcrowding and poverty — are 
of great importance. 
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Investigation and control of epidemics 


The purpose of investigating a communicable disease epidemic is to identify its cause 
and the best means to control it. This requires detailed and systematic epidemiological 
work, in the following sequential or simultaneous steps: 


undertaking preliminary investigation 
identifying and notifying cases 
collecting and analysing data 
managing and controlling 
disseminating findings and follow-up. 


Investigation 


The initial stage of investigation should verify the diagnoses of suspected cases and 
confirm that an epidemic exists. The preliminary investigation also leads to the for- 
mulation of hypotheses about the source and spread of the disease, and this in turn 
may lead to immediate control measures. Early reports of a possible epidemic may be 
based on observations made bya small number of health workers or may reflect figures 
gathered by the formal communicable disease notification system that operates in 
most countries. Sometimes reports from several health districts are needed: the num- 
ber of cases in a single area may be too small to draw attention to an epidemic. 


Identifying cases 


The investigation of a suspected epidemic requires that new cases be systematically 
identified, and this means that what constitutes a case must be clearly defined (see 
Chapter 2). Often, detailed information on at least a sample of the cases needs to be 
collected. The cases reported early in an epidemic are often only a small proportion 
of the total; a thorough count of all cases is necessary to permit a full description of 
the extent of the epidemic. As soon as an epidemic is confirmed, the first priority is 
to control it. In severe contagious epidemics, it is often necessary to follow up con- 
tacts of reported cases to ensure the identification of all cases and limit the spread of 
the disease. 


Management and control 


The management of an epidemic involves treating the cases, preventing further spread 
of the disease and monitoring the effects of control measures. Treatment is straight- 
forward except in large-scale epidemics — especially when these occur as a result of 
social or environmental disruption — for which external resources may be needed. 
The public health action required in emergencies caused by epidemics of different 
diseases has been described in detail.'® 

Control measures can be directed against the source and spread of infection and 
towards protecting people exposed to it. Usually all of these approaches are required. 
In some cases, however, removing the source of infection may be all that is necessary, 
as when a contaminated food is withdrawn from sale. An essential component of 
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control measures is to inform health professionals and the public of the likely causes, 
the risk of contracting the disease and the essential control steps. This is particularly 
important if exposed people need to be protected through immunization, for example 
in containing an outbreak of measles (Box 7.5) 

Once control measures have been implemented, 
surveillance must continue to ensure their acceptability 
and effectiveness. This may be relatively easy in short-term 
epidemics but difficult when dealing with longer-term epi- 
demics. For example, epidemic meningococcal meningitis 
requires large-scale immunization programmes. Follow-up 


Box 7.5. Immunization: key to prevention and 
control 


Immunization is a powerful tool in the management and 
control of infectious diseases. Systematic immunization 
programmes can be very effective. For example, by the 


late 1980s, most countries in South and Latin America 
epidemiological and laboratory studies are often indicated, had incorporated measles vaccination into routine im- 


particularly to establish long-term cost-effectiveness. munization programs and many had done follow-up 
Management and control efforts in the HIV epidemic immunization campaigns to reach all children and in- 


terrupt measles transmission.!’ 





have had some effect. Since the first cases were identified, 
a key approach to primary prevention has been promoting 
the use of condoms for prevention of HIV transmission. 
Likewise, needle exchange programs for intravenous drug users have been used suc- 
cessfully to limit the spread of HIV and hepatitis B virus. Education programs to make 
people aware of how HIV is transmitted and what they can do to prevent its spread 
are an essential part of primary prevention. 

The HIV epidemic may have peaked in some African countries and in India. Inci- 
dence (new infections) of HIV apparently peaked in Kenya in the early to mid-1990s.'® 
Because of the latency between HIV infection and death, prevalence continued to 
rise as incidence fell, peaking around 1997 when mortality rose to match incidence. 
HIV prevalence (the rate of existing infections) has also declined in south India. This 
reversal in trends can be partly attributed to intervention efforts that aim to decrease 
the number of concurrent sexual partners and increase effective use of condoms. 


Surveillance and response 


Definition 

Health surveillance is the ongoing systematic collection, analysis and interpretation 
of health data essential for planning, implementing and evaluating public health 
activities. Surveillance needs to be linked to timely dissemination of the data, so that 
effective action can be taken to prevent disease. Surveillance mechanisms include 
compulsory notification regarding specific diseases, specific disease registries 
(population-based or hospital-based), continuous or repeated population surveys and 
aggregate data that show trends of consumption patterns and economic activity. 


The scope of surveillance 

The scope of surveillance is broad, from early warning systems for rapid response in 
the case of communicable diseases, to planned response in the case of chronic dis- 
eases which generally have a longer lag time between exposure and disease. Most 
countries have regulations for mandatory reporting of a list of diseases. These lists 
of notifiable diseases often include vaccine-preventable diseases such as polio, 
measles, tetanus and diphtheria as well as other communicable diseases such as 
tuberculosis, hepatitis, meningitis and leprosy. Reporting may be required also for 
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non-communicable conditions, such as maternal deaths, injuries and occupational 
and environmental diseases such as pesticide poisoning. 
Mandatory reporting of specific conditions is a subset of 
surveillance. There are many other uses of surveillance 
Surveillance is an essential feature of epidemiologic (Box 7.6). 
practice and may be used to: 
e recognize isolated or clustered cases; Principles of surveillance 
e assess the public health impact of events and A key principle is to include only conditions for which 
assess trends; surveillance can effectively lead to prevention. Another 
e measure the causal factors of disease; important principle is that surveillance systems should re- 
* monitor effectiveness and evaluate the impact of flect the overall disease burden of the community. Other 


prevention and control measures, intervention re : : : . 
: l criteria for selecting diseases include: 
strategies and health policy changes; and 


e plan and provide care. 


Box 7.6. Uses of surveillance 


incidence and prevalence 

indices of severity (case-fatality ratio) 

mortality rate and premature mortality 

an index of lost productivity (bed-disability days) 
medical costs 

preventability 

epidemic potential 

information gaps on new diseases. 


In addition to estimating the magnitude of an epidemic 
and monitoring its trends, data can also be used to: 


e strengthen commitment, 
e mobilize communities, and 
e advocate for sufficient resources. !? 





Sources of data 
Sources of data may be general or disease-specific, and include the following: 


mortality and morbidity reports 

hospital records 

laboratory diagnoses 

outbreak reports 

vaccine utilization 

sickness absence records 

biological changes in agent, vectors, or reservoirs 
blood banks. 


Surveillance can collect data on any element of the causal chain of disease - 
behavioural risk factors, preventive actions, cases and program or treatment costs. 
The scope of a surveillance system is constrained by human and financial resources. 


Surveillance in practice 

Surveillance relies upon a routine system of reporting suspected cases within the 
health system, followed by validation and confirmation. Active and appropriate 
responses ranging from local containment measures to investigation and containment 
by a highly specialized team, are then put in place. 

Surveillance requires continuing scrutiny of all aspects of the occurrence and 
spread of disease, generally using methods distinguished by their practicability, uni- 
formity and, frequently, their rapidity, rather than by complete accuracy. The analysis 
of data from a surveillance system indicates whether there has been a significant 
increase in the reported number of cases. In many countries, unfortunately, surveil- 
lance systems are inadequate, particularly if they depend on voluntary notification. 
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A wide range of networks, including nongovernmental organizations, electronic dis- 
cussion groups, search engines on the World Wide Web, and laboratory and training 
networks, offer powerful ways of obtaining information that leads to a coordinated 


international response. 

Sentinel health information systems, in which a 
limited number of general practitioners report on a defined 
list of carefully chosen topics that may be changed from 
time to time, are increasingly used to provide supplemen- 
tary information for the surveillance of both communica- 
ble and chronic diseases. Surveillance of chronic disease 
risk factors is discussed in Chapter 2. A sentinel network 
keeps a watchful eye on a sample of the population by 
supplying regular, standardized reports on specific dis- 
eases and procedures in primary health care. Regular 
feedback of information occurs and the participants usu- 
ally have a permanent link with researchers. 


Analysis and interpretation of surveillance data 
Surveillance is not only a matter of collecting data, as the 
analysis, dissemination and use of the data for prevention 
and control are equally important. Many public health 
programs have far more data than they can presently anal- 
yse (Box 7.7). 

Table 7.3 outlines Millennium Development Goal 6, 
which focuses on HIV/AIDS, malaria and “other diseases,” 
which are largely interpreted as communicable diseases. 
Non-communicable diseases — which account for the bulk 
of death and disability in most countries - have been 
omitted. 


Box 7.7. Tuberculosis and use of surveillance 
data 


Tuberculosis (TB) is an important re-emerging commu- 
nicable disease, and TB programs are rich in data. Rou- 
tine surveillance is relatively good (compared with other 
health problems) because TB is a life-threatening disease 
mostly of adults, who therefore seek help from medical 
practitioners who keep patient records. Moreover, treat- 
ment is usually done under supervision, so there is a 
great deal of information about treatment outcomes. 
Some of this information remains as raw data; other im- 
portant data are not compiled centrally. In many coun- 


tries, surveillance data are supplemented by information 
from population-based surveys, and the two kinds of 
data can be used to reinforce each other. 

Analysis of routine surveillance data can determine 
such things as: 


e national TB burden 
e current trends in TB incidence 
consistency of case detection rates 
e regional variations in TB incidence. 
Such surveillance and analysis are needed to measure 


progress towards the disease-specific targets of the Mil- 
lennium Development Goals (Box 7.8). 





The indicators, operational definitions and overall objectives to be met for 
tuberculosis (target 8) are also shown in Table 7.3; all require detailed surveillance. 





Table 7.3. Millennium Development Goal 6: Combat HIV/AIDS, malaria and other diseases 





TB indicators 
(23 and 24 of 48) 


Target 8 


Proposed operational definitions 


Measurable objectives 





Have halted by 2015 
and begun to reverse rate; proportion of TB 
the incidence of malaria cases detected 

and other major and cured under DOTS 
diseases 


TB prevalence anddeath Number of smear-positive cases (per By 2015, reduce 
100 000 population); number of TB 
(all forms) deaths/100 000 
population/year; proportion of all 
estimated new smear-positive TB 
cases detected under DOTS ina 
given year; proportion of registered 


prevalence to 50% of the 
year 2000 estimate; by 
2015, reduce death rate to 
50% of the year 2000 
estimate; by 2005, reach 
70% case detection; by 


smear-positive TB cases successfully 2005, reach 85% 


treated under DOTS 


treatment success 
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Box 7.8. Millennium Development Goals (MDGs) 


United Nations Member States unanimously adopted the Millennium Declaration in 
September 2000, setting 2015 as the year by which these overall development goals should 
be achieved. Eight MDGs were established as part of the road map for implementing the 
Millennium Declaration. These goals concern poverty and hunger, education, gender in- 
equality, child mortality, maternal mortality, HIV/AIDS and other major communicable 
diseases, environmental sustainability, and the need for global partnership in development 
(see http://millenniumindicators.un.org/unsd/mi/mi_goals.asp for specific goals, targets, 
and indicators). 

While only three goals are explicitly health-focused, all have strong links to health. The 
MDGs emphasize reciprocal obligations between high-income and low- and middle- 
income countries.” They hold to account the authorities responsible for providing health 
services, and they help define the role of health in development. By setting quantitative 
targets and encouraging steady monitoring of progress, the MDGs maintain awareness of 
the urgent need for action. One of the challenges raised by the MDGs is measuring progress. 
Sound epidemiological information is essential for tracking progress, evaluating impact and 
attributing changes to different interventions, as well as for guiding decisions on program 
scope and focus. 





Factors that influence effectiveness of surveillance systems are listed in 
Table 7.4. 





Table 7.4. Factors that influence effectiveness of surveillance systems 





Factor or element Effective Ineffective 

Number of conditions Fewer Too many 

Amount of information per Little Too much 

case 

Burden on reporter Small Too complex and 
burdensome 

Decision-makers’ interest High Low 


in surveillance data 
Goals for surveillance 


Reporting strategy for 
serious but common 
conditions 


Usefulness of data locally 


Use is limited to analysis 
of data and archiving 


Usefulness to decision- 


Clear and supported 


Enough information to meet 
goals and make decisions 


High 
Data are well used 


High 


May never have been clear 
Complete reporting 


Low 
Limited use of data 


Low 


makers for prevention 
action 





Study questions 


7.1 The contribution of infectious disease to total mortality in Brazil during the 
period 1930-2003 is shown in Figure 6.2. What possible explanations are 
there for the change observed? 

7.2 If you were a district health officer, how would you monitor the occurrence 
of measles and detect an epidemic in your district? 
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7.3 Describe the chain of infection for foodborne disease caused by salmonella. 

7.4 Comment on the obstacles that might limit the usefulness of the revised 
International Health Regulations. 

7.5 Using tuberculosis as an example, describe the four levels of prevention out- 
lined in Chapter 6 and actions required at each level for an appropriate and 
comprehensive preventive program. 
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Chapter 8 , ; 
Clinical epidemiology 


Key messages 


e Clinical epidemiology is the application of epidemiological principles and 
methods to the practice of medicine. 

e With rising health-care costs, clinical practice has become a common subject 
of epidemiological research. 

e Evidence-based guidelines have improved clinical outcomes. 

e However, effective treatments are not fully used, and ineffective or costly and 
unnecessary treatments are still being prescribed. 


Introduction 


Clinical epidemiology is the application of epidemiological principles and methods 
to the practice of clinical medicine. It usually involves a study conducted in a clinical 
setting, most often by clinicians, with patients as the subjects of study. The discipline 
refines methods developed in epidemiology and integrates them with the science of 
clinical medicine. The aim of clinical epidemiology is to aid decision-making about 
identified cases of disease. Clinical epidemiology - which includes the methods used 
by clinicians to audit the processes and outcomes of their work — is a basic medical 
science. 

Because epidemiology deals with populations and clinical medicine deals with 
individuals, it has been suggested that clinical epidemiology is a contradiction in 
terms. However, clinical epidemiology is simply concerned with a defined patient 
population rather than the usual community-based population. 

The central concerns of clinical epidemiology are: 


e definitions of normality and abnormality 
e accuracy of diagnostic tests 

e natural history and prognosis of disease 
e effectiveness of treatment and 

e prevention in clinical practice. 


Definitions of normality and abnormality 


The first priority in any clinical consultation is to determine whether the patient's 
symptoms, signs or diagnostic test results are normal or abnormal. This is necessary 
before any further investigations or treatment. It would be easy if a clear distinction 
could always be made between measurements of normal and abnormal people. Re- 
grettably, this is rarely the case, except in genetic disorders determined by a single 
dominant gene. Measurements of health-related variables can be expressed as fre- 
quency distributions in the population of patients. Occasionally the frequency 
distributions for abnormal and normal measurements are quite different, but more 
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often there is only one distribution and the so-called abnormal people are at the tail 
end of the normal distribution (see Chapter 4). There are three ways of distinguishing 
results in such a distribution: 


e normal as common 
e abnormal as associated with disease 
e abnormal as treatable. 


Normal as common 


This definition classifies values that occur frequently as normal and those that occur 
infrequently as abnormal. We assume that an arbitrary cut-off point on the frequency 
distribution (often two standard deviations above or below the mean) is the limit 
of normality and consider all values beyond this point abnormal. This is called an 
operational definition of abnormality. If the distribution is in fact Gaussian (normal 
in the statistical sense), we would identify 2.5% of the population as abnormal by 
using this cut-off. An alternative approach, which does not assume a statistically 
normal distribution, is to use percentiles: we can consider that the 95th percentile 
point is the dividing line between normal and abnormally high values, thus classifying 
5% of the population as abnormal (see Chapter 4). 

However, there is no biological basis for using an arbitrary cut-off point as a 
definition of abnormality for most variables. For example, there is a continuous 
association between systolic blood pressure and cardiovascular disease (Figure 8.1). 





Figure 8.1. Associations between blood pressure and heart disease and stroke’ 
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Even within the normal ranges, as determined statistically, there is an increased 
risk of disease compared with lower levels. Risk is a graded process; there is no cut- 
off point at which risk suddenly begins to increase. Most deaths from coronary heart 
disease happen in people who have serum cholesterol levels in the middle of the 


population range; only a small proportion of deaths occur in people who have very 
high serum cholesterol levels. 


Abnormality associated with disease 


The distinction between normal and abnormal can be based on the distribution of 
the measurements for both healthy and diseased people, and we can attempt to define 
a cut-off point that clearly separates the two groups. A comparison of two frequency 
distributions often shows considerable overlap — as illustrated by serum cholesterol 
distributions for people with and without coronary heart disease. Choosing a cut-off 
point that neatly separates cases from non-cases is clearly impossible (see Figure 6.7). 
There are always some healthy people on the abnormal side of the cut-off point, and 
some true cases on the normal side. 

These two types of classification error can be expressed quantitatively in terms 
of the sensitivity and specificity of a test, as discussed in Chapter 6. 


e Sensitivity is the proportion of truly diseased people who are categorized as 
abnormal by the test. 

e Specificity is the proportion of truly normal people categorized as normal by 
the test. A balance always has to be struck between sensitivity and specificity; 
increasing one reduces the other. 


Abnormal as treatable 


These difficulties in distinguishing accurately between normal and abnormal have led 
to the use of criteria determined by evidence from randomized controlled trials, which 
can be designed to detect the point at which treatment does more good than harm. 
Unfortunately, many treatment decisions have to be made in the absence of such 
evidence. 

The treatment of high blood pressure is a good example — early clinical trials 
provided firm evidence that treating very high diastolic blood pressure (> |20mmHg) 
was beneficial. Subsequent trials have indicated that the benefits of treatment out- 
weigh the problems at lower levels of diastolic pressure, perhaps as low as 9OmmHg. 

However, such trials are usually not designed to account for other risk factors 
or the cost of treatment. More sophisticated cost-effectiveness studies may make it 
possible to factor the economic consequences of treatment into clinical decisions. 
We could then determine blood pressure levels at which treatment makes economic 
as well as medical sense for men and women in specific groups at risk. Treating a 
young woman with a diastolic blood pressure of 90 mmHg, who is at low overall 
risk of cardiovascular disease, will be much less cost-effective than treating an older 
man with a diastolic blood pressure of 90 mmHg, who has a much greater risk of 
cardiovascular disease. However, if the treatment of the young woman has no neg- 
ative side-effects for her except the cost, she may choose to pay for the treatment 
herself.’ 

What is considered to be worth treating changes with time; Figure 8.2 shows 
the changing definition of treatable levels of blood pressure. As clinical trials gather 
new evidence, treatment recommendations tend to change. 
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Figure 8.2. Treatment of hypertension: changing criteria over time 
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However, each time that a new cut-off point is proposed, we need to consider 
the logistic and cost implications. For example, if we take an evidence-based approach 
to treating people with mildly elevated blood pressure, we should be more concerned 


Box 8.1. Risk prediction 


Risk prediction (defining absolute risk of an event over 
a specified time period) provides clinicians with abso- 
lute measures of the effects of treatment and assists 
them in helping individuals with treatment decisions. 
Risk prediction charts can be used to account for mul- 
tiple risk factors*. For example, a 5-year cardiovascular 


disease risk — of fatal or non-fatal events — is determined 
largely by a person’s sex, age, diabetic status, smoking 
history, systolic blood pressure and total cholesterol. 
An individual’s overall cardiovascular risk can be 
computed from a risk prediction chart. See http:// 
www.nzgg.org.nz/guidelines/CVD_Risk_Chart.pdf for 
an example. 





with assessing patients’ absolute (or baseline) risk of car- 
diovascular disease, and place less emphasis on their 
actual blood pressure.? Such risk prediction can help clin- 
icians communicate with patients (Box 8.1). 


Diagnostic tests 


The first objective in a clinical situation is to diagnose any 
treatable disease. The purpose of diagnostic testing is to 
help confirm possible diagnoses suggested by the patient's 
signs and symptoms. While diagnostic tests usually in- 
volve laboratory investigations (genetic, microbiological, 
biochemical or physiological), the principles that help to 
determine the value of these tests should also be used to 
assess the diagnostic value of signs and symptoms. 





Value of a test 


A disease may be either present or absent and a test result either positive or negative. 
There are thus four possible combinations of disease status and test result, as shown 
in Figure 8.3 and described in relation to screening tests in Chapter 6. 
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In two of these combinations the test has given cor- Figure 8.3. Relationship between a diagnostic test 
rect answers (true positive and true negative), and inthe result and the occurrence of disease 








other two situations it has given wrong answers (false DISEASE 
positive and false negative). We can only use these cate- Present Absent 
gories when there is an absolutely accurate method of 

determining the presence or absence of disease, against - True False 
which we can determine the accuracy of other tests. Rarely Positive positive positive 
is such a method available, particularly where chronic 

noncommunicable diseases are concerned. For this rea- TEST 

son, and because wholly accurate tests are likely 

to be expensive and invasive, simpler and cheaper tests Negative False True 
are used in routine clinical practice. Even then, we still negative negative 
need to know and account for the validity, accuracy 








and precision of these tests when interpreting the 
results. 

To determine the practical utility of a given test, we need to know more about 
how it performs. A test’s positive and negative predictive value are particularly im- 
portant. The positive predictive value is the probability of disease in a patient with 
an abnormal test result, while the negative predictive value is the probability of a 
patient not having a disease when the test result is negative. 

Predictive value depends on the sensitivity and specificity of the test and, most 
importantly, on the prevalence of the disease in the population being tested. Even 
with a high sensitivity and high specificity (Chapter 6), if the prevalence is low the 
positive predictive value of a test may be very low. The predictive values of a test in 
clinical practice depend critically on the prevalence of the abnormality in the patients 
being tested; this may well differ from the prevalence in a published study on the 
usefulness of the test.’ 


Natural history and prognosis 


The term natural history refers to the stages of a disease, which include: 


e pathological onset; 

e the presymptomatic stage, from onset of pathological changes to the first 
appearance of symptoms or signs; and 

e the stage when the disease is clinically obvious and may be subject to remis- 
sions and relapses, regress spontaneously or progress to death. 


Detection and treatment at any stage can alter the natural history of a disease, but 
the effects of treatment can only be determined if the natural history of the disease 
in the absence of treatment is known. 


Prognosis 


Prognosis is the prediction of the course of a disease and is expressed as the prob- 
ability that a particular event will occur in the future. Predictions are based on defined 
groups of patients, and the outcome may be quite different for individual patients. 
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However, knowledge of the likely prognosis is helpful in determining the most useful 
treatment. Prognostic factors are characteristics associated with outcome in patients 
with the disease in question. For example, in a patient with acute myocardial infarc- 
tion, the prognosis is directly related to residual heart muscle function. 

Epidemiological information from many patients is necessary to provide sound 
predictions on prognosis and outcome. Clinical experience alone is inadequate for 
this purpose, since it is often based on a limited set of patients and inadequate follow- 
up. For example, patients who are seen by a doctor are not necessarily representative 
of all patients with a particular disease. Patients may be selected according to severity 
or other features of their disease, or by demographic, social or personal characteristics 
of the patients themselves. Furthermore, since many doctors do not systematically 
follow their patients, they have a limited, and often pessimistic, view of the prognosis 
of disease. A clinical observation of improved prognosis over time can be real and 
due to better treatment, but it can also be an artefact because of an increase in milder 
cases receiving treatment. Properly designed epidemiological research can produce 
reliable information about prognosis. 


Quality of life 


Ideally, the assessment of prognosis should include measurement of all clinically 
relevant outcomes and not just death, since patients are usually as interested in the 
quality of life as they are in its duration. In studies to determine natural history and 
prognosis, the group of patients should be randomly selected; otherwise selection 
bias may compromise the quality of information obtained. For example, the prognosis 
of patients with chest pain admitted to hospital is likely to be worse than that of 
patients with chest pain seen by health workers in the community. 


Quantity of life 


Prognosis in terms of mortality is measured as case-fatality rate or probability of sur- 
vival. Both the date of onset and the duration of follow-up must be clearly specified. 
Survival analysis is a simple method of measuring prognosis. The pattern of survival 
following acute myocardial infarction is shown in Figure 8.4. Survival analyses may 
include selected groups, such as patients who survive the initial month after an event. 
Significantly more people in the later cohort (1991-92) survived three years after a 
myocardial infarction than did their counterparts 10 years earlier, which suggests 
improvement in secondary prevention of coronary heart disease. ° 

Life-table analysis is a more sophisticated method that attempts to predict 
the onset of events over time from previous patterns for all patients at risk. In the 
follow-up of cohorts to determine prognosis, bias is often introduced by the initial 
selection strategy and incomplete follow-up. 
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Figure 8.4. Survival following myocardial infarction (having survived 28 days from 


the event), Auckland, 1983-84, 1987-88, 1991-92° 
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Effectiveness of treatment 


Some treatments are so clearly advantageous that they require no formal assessment 
of indication; this is true of antibiotics for pneumonia and surgery for trauma. 


However, such clarity is relatively rare in clinical 
medicine. Usually the effects of treatment are less obvious, 
and most interventions require research to establish their 
value. Specific treatments need be shown to do more good 
than harm among patients who actually use them: this is 
called efficacy. Treatments should also do more good than 
harm in all patients to whom they are offered: as not ev- 
eryone will actually take what they have been prescribed, 
it is important to factor in the consequences of not having 
taken the treatment in question (Box 8.2). 

In studies of efficacy it is advantageous to include 
only patients who are likely to be compliant. Comp/i- 
anceis the extent to which patients follow medical advice. 
Practical effectiveness is determined by studying out- 
comes in a group of people offered treatment, only some 
of whom will be compliant. 

The best method for measuring efficacy and effec- 
tiveness is by randomized controlled trial, as described in 
Chapter 3. However, there are many situations in which 





Box 8.2. More good than harm? 


The benefits of aspirin for patients with existing cardio- 
vascular disease are well established, but the role of 
aspirin is less clear in primary prevention, especially in 
women. Even so, some guidelines for clinicians recom- 
mend use of low-dose aspirin in women whose 
10-year risk of a first coronary event exceeds 20%. How- 
ever, a meta-analysis of six relevant randomized con- 
trolled trials, which involved 5 1 342 women (and 44 114 
men) with a low risk of a cardiovascular event who were 
followed up over an average of 6.4 years, found that 
there was no significant effect on either coronary heart 
disease or cardiovascular mortality, although the risk of 
stroke was reduced by 17% (odds ratio:0.83; 95% con- 
fidence interval: 0.70-0.97). At the same time, aspirin 
significantly increased the risk of major bleeding (OR: 
1.68; 95% Cl: 1.13-2.52).” 


such trials cannot be done, and only a small proportion of current medical interven- 
tions have been assessed by such trials. The growing number of well-designed trials 
make it possible for clinical guidelines to be based on the best available evidence 
(Box 8.3). Costs are often incorporated into the development of such guidelines. 
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Use of evidence-based 
guidelines 


Guidelines have been defined as systematically developed 
statements or recommendations to assist practitioners and 
patients in making decisions about appropriate health care 
for specific clinical circumstances.’ Putting evidence into 
e clear treatment recommendations practice requires evidence-based guidelines. While there 
e standards to assess clinical practice are many guidelines, they are not necessarily all used in 
e education and training of health professionals A i . 

practice. Indeed, there is evidence to suggest that many 


e helping patients make informed decisions . in high-i : a 
s improved communication between patients and patients, even in high-income countries, are not receiving 


Box 8.3. Development and use of clinical 
guidelines 


Clinical guidelines aim to improve health care through: 


health professionals. the best evidence-based treatment.” '° This situation is 
The National Institute for Health and Clinical Excellence particularly bad in low-income countries, li a study of 
(NICE) provides clinical guidelines on the appropriate 10 000 patients from 10 low- and middle-income coun- 
treatment of specific diseases to the National Health tries, 20% of patients with coronary heart disease were not 
Service of the United Kingdom. NICE produces guid- receiving aspirin and about half were not on B-blockers, 


ance on public health, health technologies, and clinical 
practice. 


which are cheap and widely available. "' 

Evidence-based guidelines are available for many dis- 
eases (see, for example, http://www.guideline.gov), and 
instructions for adapting them to specific national or local 
circumstances have been provided. The more specific and focused the approach to 
implementation, the more likely it is that practice will change in the direction rec- 
ommended by the guideline. For example, simply providing information about the 
guideline is likely to have little impact, but linking this to workshops or training ses- 
sions and providing prompts within medical records is much more likely to change 
practice. !? 

It is also worth noting that many of the guidelines developed for high-income 
countries are unlikely to be immediately feasible in low- and middle-income countries. 
Specific national guidelines are essential. Guidelines can help curb practices like the 
sale of drugs without prescription by providers who may have financial incentives for 
selling certain products. Up to 70% of drug expenditure may be unnecessary in 
some countries. 





Prevention in clinical practice 


Sound epidemiological knowledge encourages the practice of prevention in the 
context of ordinary clinical practice. Much of this prevention is at the secondary or 
tertiary level, but primary prevention can also be implemented on a routine basis 
(see Chapter 6). Paediatricians have long been involved in child immunization pro- 
grammes, screening for inborn metabolic defects such as phenylketonuria, and the 
regular weighing of children and use of standard growth charts. Antenatal care is 
another good example of the integration of prevention into routine clinical practice. 


Reducing risks 


Doctors, dentists and other health workers are able to convince at least some of their 
patients to stop smoking. A controlled trial of different anti-smoking interventions in 
general practice showed that routine advice about tobacco use is useful, and that its 
effectiveness can be improved with a variety of techniques (Figure 8.5). In some 
countries, as many as 60% of current tobacco users reported receiving advice to quit 
smoking from their doctors.'° Clinicians can improve their efforts to persuade patients 
to stop smoking by: 


e enhancing the quality of the intervention offered 

e focusing on smokers who are ready to quit 

e increasing frequency of advice to patients 

e linking with other tobacco-control intervention channels. 





Figure 8.5. Stopping works: cumulative risk of lung cancer mortality."* 
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There are many other opportunities for health professionals to offer practical advice 
and support to patients with the hope of preventing new diseases or exacerbation of 
existing illnesses. Clinical epidemiologists are often involved in figuring out how 
effective these interventions are. 


Reducing risks in patients with established disease 


For cardiovascular disease and diabetes, evidence-based approaches to reducing the 
risk of adverse outcomes in those with the disease are very similar to the approaches 
used to reduce disease onset. The major difference is that the risk for future clinical 
events is much greater once disease is established. Both behavioural and pharmaco- 
logical interventions, amongst others, have been shown to affect the prognosis of 
these diseases. 
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Behavioural interventions 

Such interventions include promoting tobacco cessation, increased physical activity, 
dietary change and weight loss. Together, these may achieve a risk reduction of over 
60% in people with established heart disease, and contribute to achieving good blood 
glucose control in people with diabetes. '° 


Pharmacological interventions 
Box 8.4. Fixed-dose combination therapy For people with established cardiovascular disease, inter- 


Fixed-dose combinations are a standard part of treat- national guidelines recommend long-term treatment of the 
ment for HIV/AIDS, tuberculosis and malaria. These tisk of coagulation, high blood pressure and high choles- 
have been shown to improve compliance and clinical terol. A combination of aspirin, B-blockers, angiotensin 
outcomes, and to simplify distribution and storage. Like- converting enzyme inhibitors and statins is expected to 
wise, a fixed-dose combination has been proposed for i are . 
Mies : : . i reduce the risk of recurrent myocardial infarction by 
individuals at a high absolute risk of cardiovascular dis- . 

75%.'’ However, there are large treatment gaps in all coun- 


ease'’. The components of such a polypill are off-patent 
and could be produced very cheaply. For people with tries, in part because of the cost and complexity of multiple 
cardiovascular disease in low- and middle-income coun- drug use and other barriers to affordable access. Some of 


tries, access to preventive care is usually dependent these problems can be solved by the use of fixed-dose 


upon their ability to pay, and this large underserved 
group stands to gain most from a cheap and convenient 
formulation. 


combination therapy (Box 8.4). 

Clinical epidemiology has undoubtedly contributed 
to the improvement of clinical practice. However, effective 
treatments are not fully used and ineffective or costly and 
unnecessary treatments are widespread. There is much more that epidemiologists can 
do to improve clinical practice. 





Other interventions 

Many other interventions are available for the management of high risk patients and 
the treatment of established disease. These include environmental modification to 
reduce exposure to allergies and other risk factors, stress management techniques, 
counselling, and surgical interventions. 


Study questions 


8.1 Why has the term “clinical epidemiology” been described as a contradiction 
in terms? 

8.2 A commonly used definition of abnormality in a clinical test is based on the 
frequency distribution of values occurring in a population. What are the lim- 
itations of this definition? 

8.3 In the table below, the results of a new diagnostic 








Complete diagnosis (true test for cancer are compared with the complete di- 
disease status) agnostic package in current use. What are the sen- 
Disease present Disease absent sitivity and specificity of the new test? Would you 
i ? 
New test Positive 8 1 000 8.4 eee l a an dicti | f 
Negative p 9.000 ; at determines the positive predictive value of a 





screening test? 


8.5 


8.6 


List some of the potential limitations of the meta-analysis mentioned in the 
study in Box 8.2. 

On the basis of this meta-analysis, what recommendations would you expect 
a clinician to make to concerning the use of aspirin in women? 
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Chapter 9 
Environmental and 


occupational epidemiology 


Key messages 


e The environment in which we live and work strongly influences the causation 
of disease and injuries. 

e Exposures to environmental factors can be quantified as a “dose” which is 
used to establish dose-effect and dose-response relationships. 

e Health impact assessments are used to forecast the likely health impact of 
major human interventions in the environment. 

e Injury epidemiology has been used to identify which specific preventive ac- 
tions are most likely to be effective. 


Environment and health 


The human environment consists of very basic elements: the air we breathe, the water 
we drink, the food we eat, the climate surrounding our bodies and the space available 
for our movements. In addition, we exist in a social and cultural environment, which 
is of great importance for our mental and physical health. 

Most diseases are either caused or influenced by environmental factors. We need 
to understand the ways in which specific environmental factors can interfere with 
health to design effective prevention programmes. Environmental epidemiology pro- 
vides a scientific basis for studying and interpreting the relationships between the 
environment and population health. Occupational epidemiology deals specifically 
with environmental factors in the workplace. Physical injuries are strongly dependent 
on factors in the living or working environment but are also strongly determined by 
behavioural factors. In common language the word “accident” is often applied to the 
events that precede an injury, but it can be misleading as the word accident implies 
arandom event rather than a combination of predictable causal factors. In this chapter 
we shall use the term “environment” as a broad term for all factors external to the 
body that may cause disease or injury. The different environmental factors that in- 
fluence health are shown in Table 9.1.' 

The environmental and occupational health field includes a large number of 
specific and proximate causal factors using the concepts described for hierarchies of 
causes described in Chapter 5. The more distal risk factors can be analysed using the 
DPSEEA framework as in Figure 5.5 for transport and health. The hierarchy of causes 
in environmental and occupational health are shown in Box 9.1. 
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Impact of exposure to environmental factors 


Calculations of the global burden of disease have shown how much environmental 
factors contribute to overall health. Between 25% and 35% of the global burden of 
disease may be caused by exposure to environmental fac- 
tors. 3 The major health problems are associated with 
unsafe drinking water and sanitation, indoor air pollution 
due to biomass energy use for cooking and heating, and 
urban air pollution from motor vehicles and electric power 
generation.’ 


Table 9.1. Environmental factors that may affect 
health 


Factors Examples 





Psychological Stress, unemployment, shiftwork, human 
relationships 


Biological Bacteria, viruses, parasites High burden in low-income countries 
Physical Climate, noise, radiation, ergonomics The environmental disease burden is much higher in low- 
Accidental Hazardous situations, speed, influence of ~~ income countries than in high-income countries, although 
alcohol, drugs : : . Í 
: : ae in the case of certain noncommunicable diseases, such as 
Chemical Tobacco, chemicals, dust, skin irritants, 


food additives 





cardiovascular diseases and cancers, the per-capita disease 
burden is larger in high-income countries. Children bear 


the highest death toll, with more than 4 million environmentally caused deaths yearly, 
mostly in developing countries. The infant death rate from environmental causes is 
12 times higher in low-income than in high-income countries, reflecting the human 
health gain that could be achieved by supporting healthy environments.’ 


Box 9.1. Hierarchy of causes in environmental 
and occupational health’ 


Driving forces behind current health-environment 
trends 


e Population dynamics 

e Urbanization 

e Poverty and equity 

e Science and technology 

e Consumption and production patterns 
e Economic development 


Major human activities affecting environmental quality 


e Household wastes 

e Fresh water 

e Land use and agricultural development 
e Industrialization 

e Energy 


Poor environmental quality: exposures and risks 


e Air pollution 

e Food 

e Soil 

e Housing 

e The workplace 

e The global environment 





Multi-causality 

In epidemiological studies of environmental factors, each 
factor is often analysed in isolation. It should be remem- 
bered, however, that there are many ways in which envi- 
ronmental factors can influence each other's effects. 
Multi-causality and a clear hierarchy of causes (see 
Chapter 5) are often evident; this may explain differences 
between the results of observational epidemiological stud- 
ies conducted in different places. How an environmental 
factor affects an individual also depends on other risk fac- 
tor exposures and individual characteristics, such as: 


age and sex 
genetic factors 
presence of disease 
nutrition 
personality 
physical condition. 


Occupational epidemiology is usually concerned with an 
adult population that is young or middle-aged, and often 
predominantly male. Furthermore, in occupational epi- 
demiology most exposed persons are relatively healthy, at 
least when they start working. 
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In contrast, epidemiological studies of factors in the Table 9.2. Lowest blood lead levels (ug/l) at which 
general environment would normally include children, el- effects on health have been reported in children and 
derly people and sick people. Exposed people in the adults® ° 
general population are likely to be more sensitive to such 








factors than workers in industry. This is of great impor- Erect Cnildren Adults 

tance when the results of occupational epidemiology stud- Decreased haemoglobin levels 400 500 

ies are used to establish safety standards for specific erie in neurobehavioural 100 400 
unction 


environmental hazards. For instance, the effects of lead 
occur at lower exposure levels in children than in adults 
(Table 9.2). Lead in blood is an accepted way of measuring exposure and the levels 
listed for the two different health outcomes are those that would most likely protect 
most of a population from outcomes. The level at which neurobehavioural function 
changes start occurring in children may be even lower than the 100 ug/l mentioned 
in the table.4 





Evaluation of preventive measures 


The main emphasis in environmental and occupational epidemiology has been on 
studies of the causes of disease. Specific preventive measures to reduce exposures 
and the impact of occupational health services also need evaluating. Exposure to 
hazardous environmental factors is often the result of some industrial or agricultural 
activity that brings economic benefit to the community, and the costs of elimi- 
nating these exposures can be considerable. However, environmental pollution is 
often costly in itself and may damage agricultural land or industrial property as well 
as people’s health. Epidemiological analyses, health impact assessments and cost- 
effectiveness analyses help public health authorities to find an acceptable balance 
between health risks and the economic costs of prevention. 


Value of prevention 

Examples of combined epidemiological and economic analysis demonstrate the po- 
tential value of prevention.’ In three “pollution diseases” that occurred in the 1960s 
in Japan, it was calculated (Table 9.3) that prevention would have been cheaper than 
the cure for each of the three diseases.® Costs included compensation of the victims 
and repairing environmental damage, compared with the estimated cost of pollution 
control to prevent the diseases. The benefit-cost ratio was 100 for mercury pollution 
and the resulting Minamata disease (Table 9.3). 


Future challenges 

Environmental epidemiology will face new challenges in the coming decades with 
changes in the global environment. Studies are needed of the health impacts of global 
climate change, depletion of the ozone layer, ultraviolet radiation, acid precipitation 
and aspects of population dynamics.’ Some of the different potential health effects 
of climate change have not yet been documented in epidemiological studies. How- 
ever, as the evidence for climate change is accumulating around the world, epidemi- 
ological studies are contributing new knowledge to this field. '° 
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Table 9.3. Pollution damage and control costs for three disease outbreaks, Japan’? (¥ millions, 1989 equivalents) 








Pollution Main pollutant Pollution Pollution damage costs 
disease control costs 
Health Livelihood Environmental Total 
damage damage remediation 
Yokkaichi SOs, air pollution 14 800 21 000 = — 21 000 
asthma (1 300) 
Minamata Mercury, water 125 7 670 4270 690 12 630 
disease pollution 
Itai-Itai disease Cadmium, water and 600 740 880 890 2510 
soil pollution 





a. Based on actual compensation payments to a fraction of the population. The larger figure is what it would have cost to 
compensate all those affected. 


As seen in Figure 9.1, the range of potential health effects is very broad and 
several epidemiological approaches will be needed to show evidence of the emerging 
health changes. The Intergovernmental Panel on Climate Change — a consortium of 





Figure 9.1. How climate change affects health’? 
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scientists coordinated by the World Meteorological Organization — publishes regular 
assessments of the progress of global climate change and its effects. Epidemiological 
research is needed in several areas of global environmental change (see Box 9.2).!! 
Epidemiologists need to document associations between climate and health out- 
comes for more precise and convincing evidence, and to conduct research on model 
scenarios. It will be necessary to account for projections and dynamics based on 
different climate models, and to relate climate and health with a broad range of so- 
cioeconomic environments City-specific “early warning systems” and vector-borne 
disease control programs are needed. Patterns of malnutrition — including food dis- 
tribution and equity - also need further study. 
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Exposure and dose 


General concepts 


Epidemiological studies on the effects of environmental 
factors often deal with very specific factors that can be 
measured quantitatively. The concepts of exposure and 
dose are therefore particularly important in environmental Emerging large-scale risks to population health are: 
and occupational epidemiology. e global climate change 

Exposure has two dimensions: level and duration. For 
environmental factors that cause acute effects more or less 
immediately after exposure starts, the current exposure 
level determines whether effects occur (for instance, the 
“London smog epidemic” of deaths from lung and heart 
disease, as shown in Figure 9.2, is one of the world’s first 
major environmental disease outbreaks that was documented in detail). 

However, many environmental factors produce effects only after a long peri- 
od of exposure. This is true of chemicals that accumulate in the body (for instance, 


Box 9.2. Epidemiological research on the health 
effects of climate change 


e degradation of arable land 

e depletion of fisheries 

e widespread shortage of fresh water 
e losses of species and ecosystems. 








Figure 9.2. The London smog epidemic,'? December 1952 
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cadmium) and hazards that have a cumulative effect (for instance, radiation or noise). 
For these hazards, the past exposure levels and the exposure duration are more im- 
portant than the current exposure level. The total exposure (or external dose) needs 
to be estimated. It is often approximated as the product of exposure duration and 
exposure level. 

In epidemiological studies, all kinds of estimates of exposure and dose have been 
used to quantify the relationship between an environmental factor and the health 
status of a population. For example, in Figure 1.1, the exposure is expressed in terms 
of exposure level only (number of cigarettes smoked per day). Table 5.2 shows the 
combined effect of duration and exposure level on noise-induced hearing loss. The 
external dose can also be expressed as one combined measure, as with pack-years 
for cigarette smoking and fibre-years (or particle-years) for asbestos exposure in the 
workplace (Figure 9.3). Sometimes a proxy measure of exposure is used, such as the 
traffic flow per hour in a particular place or the petrol consumption per year 
as indicators of air pollution exposure. These variables could also be considered as 
“pressure” indicators in the causal hierarchy (Chapter 5). Other examples would be 
the use of pesticides in an area or the number of children living in houses painted 
with lead-containing paint. !° 





Figure 9.3. Relationship between asbestos exposure (particle-years) and relative 
risk of lung cancer" 
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Biological monitoring 


If the environmental factor under study is a chemical, the exposure level and dose 
can sometimes be estimated by measuring the concentration in body fluids or tissues. 
This approach is called biological monitoring. Blood and urine are most commonly 
used for biological monitoring, but for certain chemicals other body tissues and fluids 
may be of particular interest: hair is useful for studies of exposure to methylmercury 
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from fish; nail clippings have been used to study arsenic exposure; analysis of faeces 
can give an estimate of recent exposure to metals via food (particularly lead and 
cadmium); breast milk is a good material for examining exposure to organochlorine 
pesticides and other chlorinated hydrocarbons such as polychlorinated biphenyls and 
dioxins; and biopsies of fat, bone, lung, liver and kidney have been used in studies 
of patients with suspected poisoning. 


Interpreting biological data 


The interpretation of biological monitoring data requires detailed knowledge of the 
kinetics and metabolism of chemicals, which includes data on absorption, transport, 
accumulation and excretion. Because of the rapid excretion of certain chemicals, only 
the most recent exposure to them can be measured. Sometimes one body tissue or 
fluid gives an indication of recent exposure and another indicates the total dose. As 
the chemical would have to be absorbed to reach the biological indicator material, 
the dose measured in this way is called the absorbed dose or internal dose, as opposed 
to the external dose estimated from environmental measurements. 

As an example, Figure 9.4 shows the rapid increase of blood cadmium in the first 
months after exposure started for an industrial worker, whereas there is no apparent 
change in the urine cadmium level.'* On the other hand, after long-term exposure 
urine cadmium is a very good indicator of the accumulated dose. One of the study 
questions in this chapter invites the reader to seek further specific examples. 


Figure 9.4. Blood and urine levels of cadmium during the first year of occupational 
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Individual versus group measurements 


Variation in time 

Individual measurements of exposure vary with time. The frequency of measurements 
and the method used to estimate the exposure or dose in an epidemiological study 
therefore require careful consideration. The estimate used needs to be valid (Chapter 3) 
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and the measurements need to be accompanied by quality assurance procedures 
that confirm measurement accuracy. 


Variation in exposure 

There is also variation in exposure or dose between individuals. Even people working 
side-by-side in a factory have different exposure levels because of different work habits 
or differences in the local distribution of a pollutant. For instance, one machine may 
leak fumes while another may not. If the exposure or dose is measured by biological 
monitoring, an additional source of variation is the difference of individual absorption 
and excretion rates for the chemical. Even people with the same external dose may 
end up with different internal doses. 


Distribution issues 

One way of presenting individual variations is through distribution curves (Chapter 4). 
The distributions of individual doses of environmental chemicals are often skewed 
and conform to a log-normal frequency distribution more closely than to a normal 
distribution. Ideally, the shape of the dose distribution should be tested in every 
epidemiological study where quantitative dose measurements are carried out. If the 
distributions are found to be log-normal, group comparisons should be carried out 
with geometric rather than arithmetic means and standard deviations. 

Another way is to use quantiles or percentiles (see Chapter 4). For instance, in 
assessing whether the dose of lead in a group of children is of concern, the average 
may be of less interest than the proportion with individual doses above a certain 
threshold. If a blood lead level of 100pg/l is the threshold of concern for effects of 
lead on the brain, then information about the mean level in a group (e.g. 70 ug/l) 
gives no indication of how many children could be affected. It may be more infor- 
mative that 25% of the children had blood lead levels above | 00ig/I. 


Measures of effect 

The same considerations regarding presentation of means or percentiles are impor- 
tant for measurements of effect. There is increasing concern about the effects of 
environmental chemicals on children’s intellectual development and behaviour. In 
some studies, the intelligence quotient (IQ) has been measured. Differences in the 
average IQ between groups are often very small and the subgroups of special concern 
consist of children with particularly low IQs. However, a small drop in mean full-scale 
IQ from 107 to 102 in the classic study by Needleman et al.'® as shown in Table 9.4, 
can produce a large increase in the proportion of children with an IQ below 70 (from 
0.6% to 2%), the threshold for mental retardation in children. 


Population dose 


In epidemiological studies of cancer caused by environmental or occupational factors, 
another way of presenting group dose is sometimes used. This is the dose commit- 
ment or population dose, calculated as the sum of individual doses. For radiation, a 
dose commitment of 50 sievert (Sv) is expected to cause one fatal cancer. Whether 
the dose commitment refers to 100 people each with a dose of 0.5Sv or 10 000 people 
each with a dose of 5mSv, the result is one case of fatal cancer. This calculation is 
based on the fundamental assumptions that there is no threshold individual dose 
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below which the cancer risk is zero and that the cancer risk increases linearly with 
dose. However, the dose variation within the group may be large and the people with 
the highest dose obviously have a higher individual cancer risk due to this environ- 
mental exposure. 


Table 9.4. Full-scale and subtest scores on the Wechsler Intelligence Scale for 
Children (Revised) (WISC-R) for subjects with high and low lead levels in teeth"® 








WISC-R Low lead High lead P-value 
(< 10mg/kg) (mean) (> 20mg/kg) (mean) (one-sided) 
Full-scale IQ 106.6 102.1 0.03 
Verbal IQ 103.9 99.3 0.03 
Information 10.5 9.4 0.04 
Vocabulary 11.0 10.0 0.05 
Digit span 10.6 9.3 0.02 
Arithmetic 10.4 10.1 0.49 
Comprehension 11.0 10.2 0.08 
Similarities 10.8 10.3 0.36 
Performance IQ 108.7 104.9 0.08 
Picture completion 12.2 11.3 0.03 
Picture 11.3 10.8 0.38 
arrangement 
Block design 11.0 10.3 0.15 
Object assembly 10.9 10.6 0.54 
Coding 11.0 10.9 0.90 
Mazes 10.6 10.1 0.37 





Dose-effect relationships 


For many environmental factors, effects range from subtle physiological or biochem- 
ical changes to severe illness or death, as explained in Chapter 2. Usually, the higher 
the dose, the more severe or intense the effect. This relationship between dose and 
severity of effect in the individualis called the dose-effect relationship (Figure 9.5), 
which can be established for an individual or a group (the average dose at which each 
effect occurs). At a low carbon monoxide (CO) dose (measured as carboxy- 
haemoglobin in blood) a slight headache would be the only effect, but as the dose 
increases, the effects of CO become more severe as this figure shows. Not all indi- 
viduals react in the same way to a given environmental exposure, so the dose-effect 
relationship for an individual differs from the group value. 

The dose-effect relationship provides valuable information for the planning of 
epidemiological studies. Some effects may be easier to measure than others, and some 
may be of particular significance for public health. Measurements of changes in the 
blood or urine, so-called biomarkers, may be used to study some early subtle effects 
as well as the exposure. In the case of cadmium, for instance, the level of low molec- 
ular weight proteins in the urine is a good biomarker of the earliest effects on the 
kidney.'° The dose-effect relationship helps the investigator choose the appropriate 
effect to study. 
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Figure 9.5. Dose-effect relationship 
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In the process of establishing safety standards, the dose-effect relationship also 
gives useful information on effects that must be prevented and on those that may be 
used for screening purposes. If a safety standard is set at a level where the less severe 
effects are prevented, the more severe effects are also likely to be prevented, because 
they occur at higher doses. 


Dose-response relationships 


Response is defined in epidemiology as the proportion of an exposed group that 
develops a specific effect. Theoretically the shape of the dose-response relationship 
should look like an S or like a cumulative normal distribution. Many examples of dose- 
response relationships with this shape have been found in environmental and occu- 
pational epidemiology studies. At low doses almost nobody suffers the effect, and at 
a high level almost everybody does. This reflects the variation in individual sensitivity 
to the factor studied. 

The dose-response relationship can, in some cases, be approximated to a 
straight-line relationship, particularly when only a narrow range of low responses is 
involved. This approach has been used, for instance, in the study of lung cancer risk 
and asbestos dose (Figure 9.3) or tobacco smoking dose (Figure 1.1). The dose- 
response relationship can be modified by factors such as age. This has been found, 
for example, for hearing loss caused by loud noise, '’ one of the most common health 
effects in the workplace, where a strong dose-response relationship can be demon- 
strated (Table 5.2). Dose-response relationships can be produced for any environ- 
mental factor where the exposure can be quantified. Examples from epidemiological 
studies of injuries are given in a following section. 
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Assessing risk 


Risk assessment 


Risk assessment is a term with a variety of definitions, but the intuitive interpretation 
is that it is some form of assessment of the health risk of a defined policy, action or 
intervention. WHO has produced numerous guidelines and methods for doing risk 
assessments, particularly in relation to chemical safety. 


Health impact assessment 


Health impact assessment can be considered as a risk assessment focused on a spe- 
cific population or exposure situation, while risk assessment has a more general 
application, answering such questions as: “What type of health risk can this chemical 
potentially cause in certain exposure situations?” Health impact assessment is now 
widely recommended as a method to assess the potential value of different preventive 
policies and actions. '® 


Risk management 


The term risk management is applied to the planning and implementation of actions 
to reduce or eliminate health risks. 


Environmental health impact assessment 


In recent years, increased attention has been given to environmental impact assess- 
ment (predictive analysis) and environmental audit (analysis of the existing situation) 
of industrial or agricultural development projects. These procedures have become 
legal requirements in many countries. The health component of these environmental 
assessments has been labelled environmental health impact assessment and is an 
important application of epidemiological analysis in environmental health. Such as- 
sessment is also used to predict potential health problems in the use of new chemicals 
or technologies. There are several steps to assist in an overall environmental risk 
assessment: 


e Identify which environmental health hazard may be created by the technology 
or project under study. Are there chemical hazards? If so, which specific 
chemicals are involved? Are there biological hazards? (see Table 9.1). 

e Analyse the type of health effect that each hazard may cause (hazard assess- 
ment). The information can be collected in systematic reviews of the scientific 
literature (in the same manner as a Cochrane review of treatments for specific 
diseases, as outlined in (Chapter 3) for each hazard or by referring to inter- 
national hazard assessments, such as the Environmental Health Criteria Series 
or the Concise International Chemical Assessment Documents published by 
WHO, the Monograph Series published by the International Agency for Re- 
search on Cancer (IARC) and, if necessary, complementing this information 
with epidemiological studies of people exposed to the hazards in question. 
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e Measure or estimate the actual exposure levels for the people potentially af- 
fected, including the general population and the workforce. The human 
exposure assessment should take into account environmental monitoring, 
biological monitoring and relevant information about history of exposure and 
changes over time. 

e Combine the exposure data for subgroups of the exposed population with the 
dose-effect and dose-response relationships for each hazard to calculate the 
likely health risk in this population. 


Epidemiological studies can also be used to measure health risk directly. The risk could 
be presented as potential increase in relative risk of certain health effects or the cal- 
culated increase in the number of cases of certain diseases or symptoms (Box 9.3). 


Box 9.3. Example: health impact assessment 


One example of a health impact assessment that has had major impact on environmental 
health policy is the assessment of the impact of traffic-related air pollution in Europe.'? 
Based on air monitoring data, estimates of the number of people exposed and dose- 
response relationships from epidemiological studies, investigators calculated the likely 
number of deaths due to this type of air pollution (Table 9.5). It was striking that the 


number of deaths from pollution far exceeded the number of deaths from traffic crashes. 
This study inspired a series of policies to control traffic-related air pollution in Europe. 


A similar analysis was done for New Zealand”? with a lower ratio for air pollution deaths 
to traffic crash deaths (Table 9.5). This lower ratio is expected, as the air pollution levels 
in general are lower than in Europe and the traffic crash risks are higher. 





Table 9.5. Air pollution mortality (for adults > 30 A recent development in health impact assessments is to 
years) and road death tolls (1996) use burden of disease estimates in the assessments. Tools 


for this have been developed by WHO in the Environ- 





Country Population Traffic Mortality Ratio 
(million) crash dueto B/A 


mental Burden of Disease document series.?! The three key 





deaths traffic air steps in risk management assessment are: 
(A) pollution 
(B) e First, estimate the health risk to be evaluated in relation 
France 58.3 8919 17629 2.0 to a predetermined “acceptable risk” or in relation to 
Austria 8.1 963 2411 25 other health risks in the same community. Maximum 
Switzerland 7.1 597 1762 3.0 exposure limits, public health targets or other policy in- 
New 37 502 399 0.8 struments for health protection are often used in this 


Zealand 


process. The fundamental question is: is it necessary to 





take preventive action because the estimated health risk 

is too high? 

e If it is decided that preventive action is needed, the next step in risk manage- 
ment is to reduce exposure. This may involve changing the technology to 
eliminate hazards, installing equipment to control pollution or moving pro- 
posed hazardous projects. 

e Finally, risk management also involves monitoring of exposure and health risks 
after the selected controls have been put into place. It is important to ensure 
that the intended protection is achieved and that any additional protective 
measures are taken without delay. In this phase of risk management, human 
exposure assessments and epidemiological surveys play an important role. 





Environmental and occupational epidemiology 


Injury epidemiology 


One special type of epidemiological analysis that plays an important role in environ- 
mental and occupational health is accident and injury epidemiology. Traffic accident 
injuries are on the increase in many countries and, being a major cause of death and 
disability among young people and children, they have a great impact on public 
health. 

Dose-response relationships can also be produced for injury factors where the 
environmental exposure can be quantified. One example is the fatality risk of pedes- 
trians hit by cars (Figure 9.6). 





Figure 9.6. Pedestrian fatality risk as a function of the impact speed of the car?? 
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Traffic crash injuries 


A classic example of practical injury epidemiology for traffic crashes is the demon- 
strated dose-response relationship between driving speed (dose) and frequency of 
injury (response) for drivers with and without seat belts (Figure 9.7). This has served 
as valuable information for decisions regarding two different preventive approaches: 
speed reduction and the use of seat-belts. 


Workplace injury 


Similarly, injuries are among the most important types of ill health caused by factors 
in the workplace. The environmental factors associated with these injuries are often 
more difficult to identify and quantify than those causing, for instance, chemical 
poisoning. However, technological and management improvements over the years 
have resulted in great reductions in occupational injury rates in most high-income 
countries (see the LABORSTA database of the International Labour Organization in 
Geneva). 
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Figure 9.7. Relationship between driving speed, seat-belt use and frequency of 
injury in drivers involved in collisions”? 
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Violence 


Violence is another public health problem that has been highlighted through epide- 
miological analysis during recent years.” In certain high-income countries, homicides 
are a major cause of death among young males, and the situation is even worse in 
some low- and middle-income countries. For example, the WHO mortality database 
shows that in Brazil, homicide accounts for 40% of all deaths among 15-24 year old 
males. Firearms are frequently used to commit homicide, and this is an increasing 
trend in several countries. 


Suicides 


Another important cause of death is suicide. The environmental factors causing sui- 
cidal intent are primarily social or economic,“ but completed suicides are also 
dependent on access to a suicidal method, which can be seen as an environmental 
factor. Figure 9.8 shows the dramatic increase of suicides in Western Samoa after the 
introduction of the extremely toxic pesticide paraquat. It was easily available in the 
community because it was used on banana plantations in every village. When control 
measures were introduced, the incidence of suicide decreased. This is an example 
where simple counting of the number of incident cases can clearly show the effect 
of preventive interventions. 
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Figure 9.8. Number of suicides in Western Samoa in relation to the use of 
paraquat.”4 
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Special features of environmental and 
occupational epidemiology 


Epidemiology is used in environmental and occupational fields to establish: 


etiology 

natural history 

the health status of a population 

the value of interventions and health services. 


One special feature of environmental epidemiology is its geographic base. Air, water 
and soil pollution are generally related to sources with defined geographic locations. 
Mapping of environmental levels or exposures can therefore be useful tools in epi- 
demiological studies. 

Environmental epidemiology studies often require approximations and modeling 
for quantification of exposures, because individual exposure measurements are very 
difficult to assemble. Air quality modeling combined with geographical information 
system (GIS) analysis has been used in several air pollution health effect studies. One 
example of exposure assessment is the number of days when nitrogen dioxide con- 
centrations exceed different cut-off points, and the number of people exposed in 
different parts of a city based on census data. 


Setting safety standards 


Dose-effect and dose-response relationships are of particular importance in envi- 
ronmental and occupational epidemiology because they provide the foundation for 
setting safety standards. The dose-effect relationship can be used to decide which 
effect is most important to prevent. Once a decision is made concerning an acceptable 
response level, the dose-response relationship gives the maximum dose that would 
be acceptable. WHO has developed a series of water quality guidelines,” air quality 
guidelines?’ and health-based maximum occupational exposure limits? using this 
approach. In response to the accident at the Chernobyl nuclear power station, guide- 
lines were also developed for judging the radioactive contamination of food.” For 
many environmental factors, the available data are insufficient to permit a standard 
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to be set with any accuracy, and informed guesses or practical experience become 
the basis of the safety standard. Further epidemiological studies are needed to provide 
more information on dose-response relationships. 


Measuring past exposure 


One special feature of many etiological studies in occupational epidemiology is the 
use of company or trade union records to identify individuals with past exposure to 
a specific hazard or type of work (see Chapter 3). With the help of such records, 
retrospective cohort studies can be done. Several associations between occupational 
hazards and health effects have been identified in this way. 


Healthy worker effect in occupational studies 


Occupational epidemiology studies often include only men who are physically fit. 
The exposed group of workers thus has a lower overall mortality rate than the corre- 
sponding age group in the general population. The lower mortality has been called 
the healthy worker effect, which needs to be taken into account whenever the 
mortality rate in a group of workers is compared with the rate in the general popula- 
tion. Often the rates among healthy workers are 70%-90% of those in the general 
population. The difference arises because of the presence of unhealthy and disabled 
people in the non-working population, who usually have higher mortality rates. 


Continuing challenges for epidemiologists 


This chapter has highlighted the significant contribution to the global burden of 
disease from a variety of environmental and occupational hazards. Epidemiological 
studies in this field have contributed essential information to health policy and 
prevention strategies currently applied in high-income countries. Epidemiologists 
now face the challenge of generating evidence of the need for similar strategies in 
low- and middle-income countries. 

The priorities for health policy are sometimes driven by the “body count 
mentality”, meaning that dead bodies caused by a particular health hazard have to 
be shown before the hazard is taken seriously. Because many environmental and 
occupational hazard situations are related to economic activities where cost- 
consciousness is high, preventive action in this area is often controversial. Epidemi- 
ology can provide a foundation for evidence-based health and environment policy. 

Controversy surrounds environmental issues such as climate change - where 
only limited epidemiological evidence has accumulated — but action to prevent future 
health damage needs to be taken now. There are many opportunities for important 
and interesting research in occupational and environmental health, and the field is 
open to inventive and original approaches. 





Environmental and occupational epidemiology 161 





Study questions 


9.1 (a) In Table 9.1, which age group is more susceptible to the effects of lead? 
(b) Which effect is the more sensitive indicator of lead exposure? 

9.2 (a) What is the result of the increasing external dose shown in Figure 9.3? 
(b) Why are asbestos doses often calculated as particle-years or fibre-years? 


9.3 Choose an environmental toxic substance and do an Internet search for po- 
tential biological monitoring materials that represent recent exposure and 
cumulative long-term exposure. 

9.4 You are a public health official in a medium-sized city with several large 
industrial enterprises. The workers in these enterprises are provided with 
medical care through a uniform insurance system, which means that all cur- 
rent and retired workers are likely to get health care from the same hospital. 
A hospital doctor calls you and expresses concern about the large number of 
lung cancers among the workers. How would you design an initial study to 
investigate potential associations between occupational exposures and in- 
creased risk of lung cancer? 

9.5 How could an epidemiological analysis of the London smog epidemic of 
deaths due to heart and lung disease in 1952 (Figure 9.2) ascertain that the 
epidemic was in fact due to smog? 

9.6 What is meant by the healthy worker effect, and how can it introduce bias 
in occupational epidemiology studies? 

9.7 Suggest study situations when GIS may be a useful tool for exposure assess- 
ment in environmental epidemiology. 

9.8 Describe injury risk situations in your daily life for which preventive methods 
have been developed from epidemiological studies. 
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Chapter 10 


Epidemiology, health policy 
and planning 


Key messages 


e Epidemiology informs the development, implementation, and evaluation of 
health policy and planning. 

e Epidemiologists can be usefully involved in health policy issues. 

e Techniques for assessing health policy interventions need refining. 

e Health planning is a cycle that ideally incorporates continual assessment of 
effectiveness. 


Introduction 


The full value of epidemiological research is only realized when it is translated into 
health policy and the subsequent planning and implementation of disease or injury 
prevention and control programs. As we have seen, there can be a delay between the 
acquisition of knowledge and its uptake by health policy-makers and planners. In this 
chapter we describe how epidemiological knowledge informs health policy and plan- 
ning. The principles remain the same through a range of activities from implementing 
programs to evaluating health services. But first, some definitions: 


Health policy 


Health policy provides a framework for health-promoting actions covering the social, 
economic, and environmental determinants of health. Health policy can be viewed 
as a set of decisions about strategic goals for the health sector and the means for 
achieving these goals. Policy is expressed in norms, practices, regulations and laws 
affecting the health of the population which together provide shape, direction and 
consistency to decisions made over time. 


Health planning 


Health service planning is a process of identifying key objectives and choosing among 
alternative means of achieving them. While the process implies a rational set of 
actions, the reality of planning is often quite unpredictable (see Box 10.5). 


Evaluation 


Evaluation is the process of determining - as systematically and objectively as 
possible — the relevance, effectiveness, efficiency and impact of activities with 
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respect to the agreed goals. The evaluation of specific interventions is well 
advanced; it is much more difficult, and controversial, to determine and compare the 
overall performance of health systems. ! 

Epidemiologists work with other specialists to inform communities and their 
decision-makers so that policy choices can be made in full knowledge of the likely 
outcomes and costs. 


Health policy 


Public policy is the sum of the decisions that shape society. It provides a framework 
for the development of, for example, industrial and agricultural production, corporate 
management, and health services. It determines the range of options from which 
organizations and individuals make their choices, and thus directly influences the 
environment and patterns of living. Public policy is a major determinant of the health 
of the population. 

Health policy is often considered in a narrow sense, 
referring specifically to medical care issues and the orga- 
nization of health care services. However, health is influ- 
Successful policy formulation necessitates: enced by a broad range of policy decisions, not just those 

e a high-level political mandate to develop a national in the medical or health field. A true health policy should 
policy framework; therefore provide a framework for health-promoting ac- 


ea core group of scientists who estimate health tions covering the social, economic, and environmental 
needs, advocate for action, and develop a national deteiminantsof healt 


policy and plan; 
e international collaboration providing political and 


technical support; The influence of epidemiology 


Box 10.1. Success factors in policy formulation? 


e wide consultation when drafting, reviewing, and 
re-drafting the policy until it is endorsed: If epidemiology is intended to prevent and control disease, 


e awareness that the process of consultation may be the results of epidemiological results must influence public 
as important as the content in generating support policy. To date, epidemiology has not fulfilled its potential 


and ownership; 
e development and implementation of a consistent 
communication strategy for all stages of the pro- 


in this respect, and there are only a few areas in which 
epidemiological research has been fully applied. However, 

dese: the importance of epidemiology in policy-making is rec- 
e clarity of vision on a small set of outcome-oriented ognized (see Box 10.1). 

objectives. The influence of epidemiology is often mediated by 
public opinion. Policy-makers in many countries respond 
to public opinion rather than leading it. The growth in 
media attention given to epidemiological research has increased public awareness of 
the subject. Epidemiology is often an important factor influencing public policy but 
is rarely the only influence. 

A major difficulty in applying epidemiology to public policy is the necessity for 
making judgements about the cause of a disease and decisions on what to do when 
the evidence is incomplete. Some epidemiologists believe their role should be 
limited to epidemiological research, while others consider they should be directly 
involved in the application of the results to public policy. This difference reflects 
personal, social and cultural preferences. If a health issue is controversial - and most 
are — epidemiologists who are involved in the public policy arena may be accused of 








Epidemiology, health policy and planning 167 


one-sidedness. However, the alternative is potentially neglecting the public health 
implications of epidemiological research. 

When applying epidemiology to public policy in a given country, difficult deci- 
sions have to be made about the relevance of research done elsewhere. It is usually 
impossible - and probably unnecessary — for major studies to be repeated. However, 
local evidence is often required before local decision-makers accept the arguments 
for policy change or costly interventions. The local evidence produces a “body count,” 
which can create the impetus for preventive actions. 


Framing health policy 


In framing health policy, using comparative data on mortality and disability helps to: 


e weigh the effects of non-fatal health outcomes on overall population health; 
e inform debates on priorities for health service delivery and planning; and, 
e research and development of the health sector.? 


It is easier to both plan and evaluate programmes with a summary measure such as 
the disability-adjusted life-year (DALY) because it accounts for both mortality and 
incidence. Changes in either parameter are reflected in a standard way which can be 
used to track changes over time (Chapter 2). 

Almost all policies affect health. Policy decisions by a wide range of agencies — 
both governmental and nongovernmental — have a significant impact on health. 
Concern for health and equity is needed in all areas of public policy, as: 


e agricultural policies influence the availability, price and quality of meat and 
dairy products; 

e advertising and fiscal policies influence the price and availability of cigarettes 
or healthy foods such as fruit; and, 

e transport policies influence the extent of urban air pollution and the risk of 
traffic crashes. 


This broad social policy approach contrasts with much health policy, which has been 
directed predominantly towards individuals or groups and has paid little attention to 
action at the population level. 

The Ottawa Charter for Health Promotion (1985) - claims that health is influ- 
enced by a wide range of policy decisions. The Charter made it clear that health 
policy is not simply the responsibility of health departments. The Bangkok Charter 
for Health Promotion in a Globalized World (2005) states that health promotion 
depends on empowering all sectors and addressing the global influences on 
health.° (Box 10.2) 

One goal of a healthy public policy is health promotion (enabling people to 
increase control over, and to improve, their own health). Each individual plays a role 
in achieving the goals of healthy public policy. 
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Box 10.2. Bangkok Charter for Health Promotion® 


The Bangkok Charter calls for all sectors and settings to: 


e advocate for health based on human rights and solidarity; 

e invest in sustainable policies, actions and infrastructure to address the determinants 
of health; 

e build capacity for policy development, leadership, health promotion practice, knowl- 
edge transfer and research, and health literacy; 

e regulate and legislate to ensure a high level of protection from harm and enable 


equal opportunity for health and well being for all people; 
e build alliances with public, private, nongovernmental and international organiza- 
tions and civil society to create sustainable actions. 


To do this, four key commitments are identified to make the promotion of health: 


e central to the global development agenda 
e a core responsibility for all of government 
e a key focus of communities and civil society 
e a requirement for good corporate practice 





Health policy in practice 


The time-scale for the application of epidemiological research to policy varies; espe- 
cially with chronic diseases, it can be measured in decades rather than years. Box 10.3 
outlines the findings of research on coronary heart disease and the resulting policy 


Box 10.3. Evolution of national policy:coronary heart disease 


By the early 1950s, the public health significance of coronary heart disease was recognized, although little was known about 
the risk factors. However, the link between serum cholesterol and coronary heart disease was suspected on the basis of 
animal experiments, and pathologists had shown that cholesterol was a major component of atherosclerotic lesions in 
humans. International studies began to explore the role of dietary fat in the 1950s, and major cohort studies began. By the 
end of the 1950s observational evidence was accumulating on the importance of elevated serum cholesterol, hypertension 
and smoking as the major risk factors for coronary heart disease. 

The observational studies were complemented in the 1960s by the first trials that tested the effect of attempts to alter 
dietary fat intake on rates of coronary heart disease. Many of these trials were flawed and none produced a convincing effect 
individually, although the trends were consistent. It was soon recognized that definitive trials of dietary factors and coronary 
heart disease were impracticable and attention turned to the effect of blood pressure- and cholesterol-lowering drugs. 

From a policy perspective, many official pronouncements were made, beginning in 1960 with the first statement of the 
American Heart Association. In 1985 the National Consensus Development Conference in the USA signalled an increased 
emphasis on the prevention of coronary heart disease, in particular through attempts to lower cholesterol levels in both high- 
risk people and the population at large. This programme included a national education campaign on high cholesterol levels, 
a laboratory standardization programme, and continued efforts to lower cholesterol levels through strategies aimed at both 
the population and high-risk groups. 

In 2003, the Centres for Disease Control and Prevention (CDC) developed a comprehensive national public health action 
plan for heart health promotion. The aim of this plan was to chart a course by which collaborating public health agencies, 
all interested partners and the public at large, would promote national goals for preventing heart disease and stroke over the 
next two decades. 

It has taken over 50 years for comprehensive prevention and control policies for coronary heart disease and stroke to be 
introduced in the United States. However, the emphasis of public policy on coronary heart disease still lies, to a large extent, 
in attempts to influence individual behaviour, both for members of the health professions and for the public. 





decisions in the United States. This examples shows 
the steps in the evolution of public policy in parallel to 
the health-care planning process discussed later in this 
chapter. 

In most countries, relatively little attention has been 
directed towards long-term community-based prevention 
programmes for heart diseases and even less to facilitating 
healthy dietary habits, physical activity, and discouraging 
smoking at the population level. However, coronary heart 
disease is the first major chronic noncommunicable dis- 
ease to receive such close attention from both researchers 
and policy-makers. It is possible that more rapid action will 
be taken to control other major chronic noncommunicable 
diseases on the basis of the experience gained, as, for ex- 
ample, with the control of tobacco use. (Box 10.4) 

For communicable diseases, action has usually been 
more swift because infectious epidemics are seen as a 
more immediate national threat, and a threat to the econ- 
omy. SARS, which affected only 8000 people causing 
1300 deaths, was estimated to cost 30-140 billion USD. 
Travel and trade were seriously affected by the fear of in- 
fection, and costly preventive programs were established 
in many countries. Resources were rapidly invested in the 
development of alert and response mechanisms, and the 
International Health Regulations (see Box 7.2) were re- 
vised accordingly. Epidemiologists, working with a wide 
range of partners, were crucial to the efforts in bringing 
this epidemic under control. 


Health planning 
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Box 10.4. Evolution of global policy: The Frame- 
work Convention on Tobacco Control 


Major global progress has been made with efforts to 
control tobacco — the most important preventable risk 
factor for chronic diseases — and provides a good ex- 
ample of the way in which countries can use collective 
epidemiological knowledge to affect change. The epi- 
demiological evidence for the harmful effects of tobacco 
ultimately led to the Framework Convention on Tobacco 
Control in February 2006, the first health treaty adopted 
by the Member States of WHO. As of the end of 2006, 
142 countries - representing 77% of the world’s 
population — had ratified this Convention. 

Effective primordial prevention - which means stop- 
ping the promotion of cigarettes and preventing people 
from becoming smokers — requires strong government 
regulation and fiscal policies for tobacco control.° The 
Framework Convention was developed in response to 
the globalization of the tobacco epidemic. The tobacco 
epidemic is exacerbated by a variety of cross-border 
factors, including trade liberalization, direct foreign 
investment, global marketing, transnational tobacco ad- 
vertising, promotion and sponsorship, and the interna- 
tional movement of contraband and counterfeit 
cigarettes. This Convention represents a major shift by 
developing a regulatory strategy to address addictive 
substances. In contrast to previous drug control treaties, 
the Convention addresses reduction of demand as well 
as reduction of supply. Successful implementation of 
the Framework Convention will help to save millions of 
lives. 








In this section, we illustrate the process of planning for, and evaluating, a health 
intervention directed towards a specific disease. The same process should be adopted 
in broader interventions, such as the development of a national care programme for 
the elderly, or a new approach to the delivery of primary health care in rural areas. 

The systematic use of epidemiological principles and methods for the planning 
and evaluation of health services is an important aspect of modern epidemiology. 
From assessing the value of specific treatments it is a short step to assessing the 
more general performance of health services. The ultimate - though perhaps 
unrealistic - goal is to develop a transparent process for setting priorities and 
allocating scarce health care resources. 

Because of the limited resources available for health care in all countries, choices 
have to be made between alternative strategies for improving health (see Chapter 6). 
In the poorest countries, only a few dollars per person are available for public 
health services. Consequently, a large proportion of health service costs are met by 
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individuals or their families, so-called “out-of-pocket” expenses. At the other extreme, 
in the United States of America, approximately 5 600 USD is spent per person on 
health services each year. 


The planning cycle 


Fig. 10.1 outlines the stages involved in the health planning process and provides a 
useful framework for ensuring that the information required by policy-makers is iden- 
tified. The process is a cycle of the following steps: 


assessing the burden 

identifying the causes 

measuring the effectiveness of existing interventions 
determining efficiency 

implementing interventions 

monitoring activities and measuring progress. 





Figure 10.1. The health planning cycle 


Assess 
fo burden Se 
Measure Identify 
and report cause 
progress \ 
Measure 
effectiveness 
Monitor 
and Determine 

evaluate efficiency 
Implement 
intervention 


Usually, only part of the information needed for making decisions is available 
and it always has to be critically assessed. If the information is insufficient, new data 
have to be collected for appropriate policy choices. To achieve transparency in 
decision-making, all assumptions should be clearly stated. This can be applied to 
other health policy issues. Even so, caution is required (Box 10.5). 

Epidemiology is involved at all stages of planning. The cyclical nature of the 
process indicates the importance of monitoring and evaluation to determine whether 
the interventions have had the desired effects. The process is repetitive because each 
cycle of intervention usually has only a small impact on the burden of illness, and 
repeated intervention is required. 


A simplified example of the planning cycle is 
the STEPwise framework for planning (Fig. 10.2). This 
approach — developed by WHO for health planning in the 
context of chronic diseases — has relevance to other major 
policy issues.® 


Assessing burden 


The first step in the planning process is to measure the 
overall health status of the community. Where no infor- 
mation exists, simple information on the prevalence of 
major risk factors for disease — especially those few major, 
but modifiable risk factors which predict chronic diseases 
- can be collected using the STEPwise approach to Surveil- 
lance (STEPS) (Box 10.6) and may be sufficient to initiate 
a planned response to these diseases. 


Mortality and morbidity 

Ideally, the process of measuring the burden of disease 
and injury should include indicators that fully assess the 
effects of disease on society. Mortality data reflect only 
one aspect of health and are of limited value for conditions 
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Box 10.5. A word of caution: the reality of 
planning 


Most planning models, including the stepwise frame- 
work, assume a rational, sequential approach. While the 
stepwise framework has the benefits of offering a ratio- 
nal process and rallying multiple disciplines around an 
acceptable course of action, it does not automatically 
resolve the difficulties encountered in planning disease 
prevention and control programmes. The reality is that 
public health action is incremental, opportunistic, and 
reversals or changes of direction occur constantly. 

The priority accorded to different health pro- 
grammes is partly a result of the broader political climate. 
It is important to identify - and ideally predict - the 
national or sub-national political climate and to capital- 
ize on opportunities to advance health. 

The priorities of individual political leaders can be 
dramatically shaped by private experiences. There are 
many examples of leaders who, after being personally 
touched by disease, have subsequently made that dis- 
ease a national priority for action. These people can be 
important allies for change. 





that are rarely fatal. Measures of morbidity reflect another important aspect of the 
burden of illness. The consequences of disease — impairment, disability and handicap 





Figure 10.2. The stepwise framework for prevention® 





Planning step 1: 


Estimate population need and advocate for action. 





Planning step 2: 
Formulate and adopt policy. 





Planning step 3: 
Identify policy implementation steps. 








e Population-wide interventions 
Policy 
implementation steps Sub-national 


level 


National level 





Individual 
interventions 





Implementation step 


Implementation step 
2. Expanded 


Interventions that are feasible to implement 
1. Core with existing resources in the short term. 


Interventions that are possible to implement with a realistically projected 
increase in or reallocation of resources in the medium term... 





Implementation step 
3. Optimum 








Evidence-based interventions which are beyond 
the reach of existing resources. 
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Box 10.6. Estimating burden of risk factors for 
chronic disease 


WHO has developed a tool to help countries assess their 
risk factor profiles - the STEPwise approach to Surveil- 
lance (STEPS). 

WHO STEPS focuses on building capacity in low- 
and middle-income countries to collect small amounts 
of high-quality risk factor data. 


e Step | collects information about tobacco use, al- 
cohol consumption, diet and physical activity by 
questionnaires; 

Step 2 collects data on blood pressure, height and 
weight by physical measurements; 

Step 3 collects blood samples for measuring lipids 
and glucose. 


Although most countries have the resources for Steps | 
and 2, Step 3 is expensive and not suitable for all set- 


(see Chapter 2) - also need to be measured. The burden — 
in terms of the number of cases or population level health 
damage created by a particular factor — is called its public 
health impact. Health impact assessment has become an 
important tool in health policy development — initially for 
environmental health — but now used in all policy areas. 


Summary population measures 

Summary measures of the burden of disease and injury 
must be accurate and simple to interpret (see Chapter 2). 
Many assumptions are involved in the use of these indices 
and caution is required in their interpretation, but they are 
intended to make the choice of options in health policy 
and planning more transparent.’ 


Rapid assessment 
Rapid assessment is a defined field of epidemiological re- 





tings. STEPS is designed to adapt to local needs, and 
offer expanded modules (on oral health and stroke, for 
example) while encouraging collection of standardized 
data, to facilitate comparisons between and within 
countries, and over time. 

The STEPS Manual can be downloaded from: http:// 
www.who.int/chp/steps 


search that uses methods to assess health problems and 
evaluate health programmes in low- and middle-income 
countries as efficiently as possible. Rapid assessment in- 
cludes methods for small-area surveys and sampling, 
surveillance, screening and individual risk assessment, 
community indicators of risk and health status, and case- 
control studies for evaluation. '° 





Understanding causes 


Once the burden of illness in the community has been measured, the second step is 
to identify the major preventable causes of disease so that intervention strategies can 
be developed. It is reassuring that the major causes of death appear to have the same 
risk factors in most societies.'' Thus specific studies on causation in each society may 
not be necessary. Interventions should have the prevention of disease as their primary 
focus, but this is not always possible. The role of epidemiology in identifying causal 
factors is discussed in Chapter 5. 


Measuring effectiveness of interventions 


For the third step, we need information to guide decision-making on resource allo- 
cation, and the relationships between health intervention programmes and changes 
in health status. We can characterize such relationships in both qualitative and 
quantitative terms. We can also describe the structure of a health service organization 
and the process of health care, in terms such as the activities of health personnel. 
However — although they are important - such qualitative approaches provide us with 
a limited picture how the health service is performing. We need quantitative data to 
complete the picture. We can measure effectiveness by how much a specific inter- 
vention reduces morbidity or mortality (Box 10.7). 


Assessing efficiency 


Efficiency is a measure of the relationship between the 
results achieved and resources expended. It provides the 
basis for the optimal use of resources and covers the rela- 
tionship between costs and effectiveness of an interven- 
tion. This is an area that combines epidemiology and 
health economics. 

There are two main approaches to assessing effi- 
ciency. 


e Cost-effectiveness analysis seeks to determine the 
costs and effectiveness of an intervention or its al- 
ternatives to determine the relative degree to which 
they result in the desired health outcome. The pre- 
ferred intervention, or alternative, is one which 
requires the least cost to produce a given level of 
effectiveness. In health, cost-effectiveness looks at 
the ratio of financial expenditure and effectiveness: 
dollars per life year gained, dollars per case pre- 
vented, dollars per quality-adjusted life year 
gained, and so on (Box 10.8). 
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Box 10.7. Factors determining effectiveness of 
interventions 


The effectiveness of interventions in the community is 
determined by many factors. 


e How well the intervention works in the research 
setting: if the intervention does not work under 
ideal conditions, it is unlikely to work in the com- 
munity. Close attention to diagnosis, long-term 
management and follow-up, often happens only 
in randomized controlled trials. Such trials have 
shown, for example, that the treatment of mild 
hypertension reduces rates of fatal and nonfatal 
stroke by about 40%. However - due to problems 
with compliance and patient selection — antihy- 
pertensive treatment is less effective in the com- 
munity. 

The ability to screen for, and diagnose the disease 

affects outcome (see Chapter 6). 

The intervention should be used by all who could 

benefit; this means that it is available, affordable, 

and acceptable to the community. 








e Cost-benetit analysisconsiders the economic costs of a defined type of disease 
or injury and the costs of prevention. Included in the economic costs of the 
disease would be the cost of medical care and rehabilitation, the loss of earn- 


ings and the estimated social cost of a death. 
“Willingness-to-pay” can be used to determine 
what the social cost of a death is: for high-income 
countries, this analysis usually produces a value of 
life at a few million US dollars. In cost-benefit 
analyses, both the numerator and denominator are 
expressed in monetary terms. The benefit of an in- 
tervention is the avoided cost of the disease cases, 
and the cost of the intervention is the direct cost 
of implementing preventive actions. If the cost- 
benefit analysis shows that economic benefits of 
the intervention (or the benefit of preventing an 
additional case) are greater than the costs of pre- 
vention, the intervention would be economically 
profitable. Interventions that cost more than the 
calculated economic benefit may still be consid- 
ered attractive due to the improved population 
health status that they achieve. 


Box 10.8. Oral rehydration therapy - good value 
for money 


Cost-effectiveness also helps identify neglected oppor- 
tunities by highlighting interventions that are rela- 
tively inexpensive, yet have the potential to reduce the 
disease burden. A good example is oral rehydration ther- 
apy. Oral rehydration therapy is given at home, bypass- 


ing health services and thus increasing its cost- 
effectiveness. Although it does not reduce the incidence 
of diarrhoea, oral rehydration therapy reduces its severity 
and associated deaths. At 2-4 USD per life-year saved, 
this is seen as good value and good public policy. Oral 
rehydration therapy has been widely adopted, saving 
millions of lives.’ 





Cost-effectiveness analysis is easier to perform than cost-benefit analysis, since the 
measure of effectiveness does not need to be given a monetary value. Table 10.1 
summarizes the estimated costs for each extra disability-adjusted life year gained as 
a result of various procedures for preventing chronic diseases. These figures assume 


a constant cost of implementation. 
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Table 10.1. Preventing and treating chronic noncommunicable disease: the amount 
of health 1 million USD will buy.® 








Service or intervention Cost per DALY (USD) DALYSs averted per 1 
million USD 

Tax on tobacco products 3-50 20 000-330 000 

Treatment of myocardial infarction 10-25 40 000—100 000 

with inexpensive drugs 

Treatment of myocardial infarction 600-750 1 300-1 600 

with inexpensive drugs plus 

streptokinase 

Lifelong treatment of 700-1 000 1 000-1 400 

cardiovascular disease with a daily 

“polypill” 

Surgery for specific high-risk cases 25 000+ Less than 40 

Surgery for less severe coronary Very high Very few 


artery disease 





Although these estimates are based on approximate information and many as- 
sumptions, they are useful to policy-makers who have to set priorities. The measure- 
ment of efficiency requires many assumptions and it should be used very cautiously; 
it is not value-free and can serve only as a general guideline. The best evidence for 
cost-effectiveness studies comes from randomized controlled trials or systematic re- 
views and the weakest evidence comes from small case series or surveys of expert 
opinion. 

Three examples of cost-benefit analysis for environ- 
mental pollution are given in Table 9.2. Health planners in 
all countries are interested in determining the economic 
aspects of proposed health programs. In low- and 
middle-income countries this interest has been sparked by 
the Millennium Development Goals (see Chapter 7), 


Box 10.9. Choosing interventions that are cost- 
effective: WHO-CHOICE 


WHO-CHOICE assembles regional databases on the 
costs, population health impacts, and cost-effectiveness 


of key health interventions. It also provides a tool for 





adapting regional results to countries. WHO-CHOICE but also results from the recognition of equity as a key 

provides analysts with a method for assessing the objective of health policy. Cost-effectiveness studies have 

efficiency — in a particular setting — of current and pro- become more widely disseminated — and easier to do - 

posed interventions. with the tools and regional databases provided by WHO- 
CHOICE (Box 10.9) and the Disease Control Priorities 
Project.” 


Implementing interventions 


The fifth step in the planning process involves setting targets, and making sure that 
they can be reached. We need to anticipate, and address, the problems that are likely 
to arise as a result of the decisions that have been made. For example, if we plan to 
use mammography to screen for breast cancer, we need to ensure that the necessary 
equipment and personnel are available. We also need to set specific quantified targets, 
such as “to reduce the incidence of advanced breast cancer from 30% to 20% over a 
five-year period.” This type of target-setting is essential if we want to formally assess 
the success of an intervention. Of course, in practice, it is hard to isolate the impact 
of the specific intervention from other changes in society. 
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Monitoring activities and measuring progress 


The final step in the planning process is monitoring and measuring progress. 
Monitoring is the continuous follow-up of activities to ensure that they are proceeding 
according to plan. We need to tailor monitoring to specific programs, the success 
of which we can measure with short-term, intermediate, and long-term criteria. 
Table 10.2 provides a specific example of all the planning steps. 


Table 10.2. Health planning: the case of raised blood pressure 








Concept to assess Means of assessment 
Burden Population surveys of blood pressure and control of hypertension 
Causation Ecological studies (salt and blood pressure) 


Observational studies (weight and blood pressure) 

Experimental studies (weight reduction) 
Effectiveness Randomized controlled trials 

Evaluation of screening programmes 

Studies of compliance 


Efficiency Cost-effectiveness studies 

Implementation National control programmes for high blood pressure, ideally based 
on absolute risk 

Monitoring and Assessment of personnel and equipment 


measuring progress Effect on quality of life 
Repeated population surveys of blood pressure 





In this case — for a community blood pressure program - monitoring and eval- 
uation could include regular assessment of: 


e personnel training; 

the availability and accuracy of blood pressure measuring devices (structural); 
the appropriateness of case-finding and management procedures (process 
evaluation); 

e the effect on blood pressure levels in treated patients (outcome evaluation). 


To measure progress, we may need to repeat burden-of-illness measurements in the 
population. Trends in population levels of risk factors and the uptake of interventions 
are often used to estimate the impact of various interventions 

The full value of epidemiological research is realized only when its results are 
translated into health policy and programmes. Translating evidence into policy re- 
mains a major challenge for epidemiologists, but the field makes crucial contributions 
to health planning and evaluation. 


Study questions 


10.1 Apply the principles of the Bangkok Charter for Health Promotion to the 
development of healthy public policy regarding the prevention of tobacco use 
in children. 
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10.2 Outline the steps of the health planning cycle with reference to the problem 


of falls in the elderly. 


10.3 How could the parameters described in Table 10.2 be used to influence health 


policy and planning for noncommunicable diseases in your country? 


References 


World health report 2000: Health systems. improving performance. Geneva, 
World Health Organization, 2000. 


. Preventing chronic diseases: a vital investment. Geneva, World Health 


Organization, 2005. 


. Van Der Maas PJ. Applications of Summary Measures of Population Health. In: 


Ezzati M etal., eds. Summary Measures of Population Health. Concepts, ethics, 
measurement and applications. Geneva, World Health Organization, 
2002:53-60. 


. Ottowa charter for health promotion, 1986. http://www.who.int/hpr/NPH/ 


docs/ottawa_charter_hp.pdf. 


. Bangkok charter for health promotion in a globalized world, 2005. http:// 


www.who.int/healthpromotion/conferences/6gchp/bangkok_chart er/en/ 


. WHO framework convention on tobacco control. Geneva, World Health Or- 


ganization, 2003. 


. Tugwell P, Bennett KJ, Sackett DL, Haynes RB. The measurement iterative loop: 


a framework for the critical appraisal of need, benefits and costs of health 
interventions. / Chronic Dis |985:38:339-5 1. 


. Bonita R, Douglas K, Winkelmann R, De Courten M. The WHO STEPwise 


approach to surveillance (STEPS) of noncommunicable disease risk factors. In: 
McQueen DV, Puska P, eds. Global Risk Factor Surveillance. London, Kluwer 
Academic/Plenum Publishers, 2003:9-22. 


. Jamison DT, Breman JG, Measham AR, Alleyne G, Claeson M, Evans DB, et 


al., editors. Disease contro/ priorities in developing countries. New York, 
Oxford University Press, 2006. 


. Smith GS. Development of rapid epidemiologic assessment methods to eval- 


uate health status and delivery of health services. /nt / Epidemiol 
1989;18:S2-15. 


. Yusuf S, Hawken S, Ounpuu S, Dans T, Avezum A, Lanas F, et al. Effect of 


potentially modifiable risk factors associated with myocardial infarction in 52 
countries (the INTERHEART study): case-control study. Lancet 
2004;364:937-952. 


. Baltussen R, Adam T, Tan Torres T, Hutubessy R, Acharya A, Evans DB, et al. 


Generalized cost-effectiveness analysis: a guide. In: Jones AM, ed. The Elgar 
Companion To Health Economics, Edward Elgar Press; 2006: 479-49 1. 





Chapter 11 ; ; 
First steps in practical 


epidemiology 


Key messages 


e An interesting career in epidemiology depends on a willingness to learn more 
about diseases and risk factors. 

e Knowing how to select reading material — and how to appraise its relevance 
and validity - is an important part of keeping informed about new 
developments. 

e Doing epidemiological research well depends on coming up with good 
questions, writing clear protocols, obtaining ethical approval, and publishing 
and applying the results. 

e This work is made easier by the many online resources that are freely available, 
including databases, analytical tools, references, and teaching guidelines. 


Introduction 


If this book has been successful, you should be keen to apply what you have learnt 
to practical work in epidemiology. To do this, you should keep an open mind, and 
be always on the lookout for good research questions. You need to think about how 
to apply the right study design to answer your question (Chapter 3), how to get 
approval and funding, how to make sure that it hasn’t already been done, how to do 
the research well, and how to write up, present, and publish your findings. 


Specific diseases 


One place to start is continually learning more about specific diseases or public health 
problems. A basic understanding of disease epidemiology requires knowledge of the 
items listed in Table 11.1. Rare, emerging, or rapidly evolving diseases are often the 
subject of ongoing research to establish these very characteristics. 

You should seek to complement your epidemiological knowledge with what is 
known about the pathology, clinical treatment, pharmacology, rehabilitation and 
economic impact of a disease. More detailed knowledge of engineering or sanitation 
aspects of prevention, economic impact or changing patterns may be needed for 
particular areas of public health practice. 

Rather than focus on a specific disease, you may choose to focus on a specific 
risk factor such as tobacco smoking or pesticide exposure. This would also involve 
studying the literature and doing research on the particular risk its route of 
exposure to humans, and the mechanisms by which it affects health (Table 1 1.2). 
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Table 11.1. Basic epidemiological information about a disease 





Natural history in the individual: 
e development with age (cohort basis) 
e early indicators (for screening) 
e impact of different treatments 
e possibility of cure 
e need for care 
e social impact 
Etiology: 
e specific causal factors 
e other risk factors 
Development in the community: 
e time trends 
e variations with age (cross-sectional basis) 
Differences in occurrence: 
e sex 
e ethnic group 
e social class 
e occupation 
e geographical area 
Possibilities for prevention: 
e specific actions to address causal factors and underlying determinants 
e general actions to address other risk factors 
e impact of medical services including screening and early detection 
e impact of health policy 





Critical reading 


Keeping informed, even in a narrow field, is difficult because of the huge quantity of 
material that is published. Finding, sorting through, and understanding relevant and 
valid information is a crucial skill that can only be acquired through a lot of practice. 
However, the effort spent learning to appraise papers is repaid when it comes to 
designing research, as the same questions apply. 

One approach is to first categorize papers into five broad types - most 
epidemiological research papers are either on the natural history of disease; its geo- 
graphic distribution; its causes; treatment; or diagnostic tests. The level of evidence 
that any particular study will be able to provide is linked to its design. In general, 
levels of evidence are considered to progress from expert opinion, through case-series, 
to cohort studies, randomized controlled trials and systematic reviews, but it is 
important to consider the quality and validity of any one example in addition to 
its relative position on the ladder. 

When reading a paper, you may wish to consider the following questions, in 
this order. 
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Table 11.2. Basic epidemiological information about a hazard 





Driving forces 

policy 

economics 

technological developments 
Sources of the hazard 

specific processes 

impact of other factors 

daily or seasonal variations 
Historical and geographic trends 


Factors influencing the level of human 
exposure 


age, sex, ethnic group differences 
diet, physical activity, climate factors 


work activities 


Examples 

tobacco advertising legislation 

tobacco tax, cigarette pricing 

catalytic converters that reduce air pollution 


coal burning and air pollution 
meteorological factors and air pollution 
ozone levels 


Health effects 


mechanism of causation 


early biochemical or physiological indicators 
of damage 


means to prevent exposure and health 


effects 
other behavioural factors 





What is the research question? 


e The first step is to determine the objectives of the study — the question that 
the authors wish to address or the hypothesis that they wish to test. 


If valid, are the results relevant to my work? 


e If yes, keep reading. 
e If no, start again with another paper. 


What kind of study is this? 


e Cross-sectional studies address questions about the prevalence of a disease or 
risk factor. 

e Cohort studies address questions about natural history or prognosis and 
causation. 

e Case-control or cohort studies identify possible causal factors. 

e Randomized controlled trials are usually the most appropriate design for 
answering questions about the efficacy of treatment or other interventions. 


What is the study population? 


e Who is included and who is excluded? 

e Are the subjects a sample of the target population? 

e If not, why not? 

e How have the samples been selected? 

e Is there evidence of random selection, as opposed to systematic, or self- 
selection? 

e What possible sources of bias are there in the selection strategy? 

e Is the sample large enough to answer the question being addressed? 
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For experimental studies, are the methods well described? 


e How were the subjects assigned to treatment or intervention: randomly or by 
some other method? 

e What control groups were included (placebo, untreated controls, both or 
neither? 

e How were the treatments compared? 

e Were measurements supported by quality assurance procedures? 

e Is the hypothesis clearly stated in statistical terms? 

e Is the statistical analysis appropriate, and is it presented in sufficient detail? 

e If this is a randomized controlled trial, was the study done with an “intention- 
to-treat” analysis - e.g. are all the people who entered the study accounted for? 

e Were the outcome or effects measured objectively? 


For observational studies, are the methods well described? 


e Was the data collection process adequate (including questionnaire design 
and pre-testing)? 

e What techniques were used to handle non-response and/or incomplete data? 

e If a cohort study, was the follow-up rate sufficiently high? 

e If a case-control study, are the controls appropriate, and adequately matched? 


How are the data presented? 


e Are there sufficient graphs and/or tables? 

e Are the numbers consistent? Is the entire sample accounted for? 

e Are standard deviations presented with means, confidence intervals, or other 
Statistics, as well as the raw data? 


Evaluating and interpreting the results 


If you have been persuaded so far that the study is valid and relevant, it is worth 
proceeding. 
If it is an experimental study, 


e Do the authors find a difference between the treatment and control groups? 

e If there is no difference, and you can rule out the possibility of a Type II error 
(see Chapter 4), then this is a negative study — which does not mean that the 
results are of no consequence. 

e If the authors have found a difference, are you confident that it is not due to 
chance (a Type | error, see Chapter 4), or bias? 

e If there is a statistically significant difference, is it enough of a difference to be 
clinically significant? 


/f it is an observational study 


e Were the findings in the control group consistent with what you would expect 
— are the averages similar to the general population? 

e Do the authors find a difference between exposed and control groups or cases 
and controls? 

e Can Type | or Type Il errors be ruled out? 





First steps in practical epidemiology 181 





e Is there a statistically significant difference between groups? 
e Could the results be of public health significance, even though the difference 
is not statistically significant? (This may highlight the need for a larger study.) 


Final evaluation 
In weighing the evidence, you should ask the following questions 


e Was the research question worth asking in the first place, and what could be 
the consequences of the various possible answers? 

e Did the research provide suggestions for action? 

e Has the author made an adequate attempt to answer the question? 

e Could the study design have been improved? 

e Does missing information prevent you from fully evaluating the study? 

e Did the author account for results of previous studies? 


If you are satisfied that the article provides you with valid and relevant informa- 
tion, then it is logical to use this information in your work, while keeping alert to any 
further developments. 


Planning a research project 


Students in many basic epidemiology courses are given the task of designing a study. 
In some situations students are expected to do the study and analyse the data. There 
is a natural progression from critical reading to the design of studies. The same 
questions apply, and the same approach (as outlined above) can be used. Designing 
a study with help from an experienced tutor is a good way of learning the principles 
and methods of epidemiology. 

The steps involved in planning a research project include: 


e choosing the project 

e writing the protocol 

e getting approval 

e doing the research 

e analysing the data 

e disseminating the results. 


Choosing a project 


Your supervisors should take an active role in selecting the topic and contacting any 
participants in the community. Students’ projects should not be too ambitious 
because of the inevitable shortage of time and resources. Ideally, they should be of 
local significance and of relevance to some health service agency, a member of which 
could act as a co-supervisor. 

Student projects may focus on a wide range of subjects, for example: 


e environmental contamination and potential health risks around a waste in- 
cinerator; 

e attitudes and behaviour in relation to the wearing of crash helmets; 

e use of mosquito nets; 
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Writing the protocol 


e storage of pesticides; 





e uptake of antenatal care by first-time mothers. 


Once you have established - through an extensive literature search — that your 
proposed research has not already been done, or is worth repeating, you need to 
write the research protocol. You should consult the relevant consensus guidelines for 
the type of study that you want to do, to make sure that you cover all the points 
(Table 11.3). In general, a protocol should explain: 


e What you intend to do: a clear description of the problem and your approach 


to solving it. 


e A justification of the importance of the research question, and how it will 


contribute to knowledge. 


e A description of the population, setting, intervention or observation. 
e Details of the study design which should include: 


quality assurance, 


the sampling strategy, 

numbers of participants, 

variables of interest, including potential confounding variables, 
data collection methods, including pre-testing, 


data recording and data management 
data processing and analysis. 


e Budget and timetable (include funding sources and all resources needed). 
e Roles and responsibilities of all involved. 
e The ethical review committee to whom the proposal will be submitted for 


approval. 


e Publication plan: how you will disseminate and apply the results. 
e Plans for any community feedback. 





Table 11.3. Consensus guidelines on research design and reporting 





Subject area 


authorship 


general publication ethics 


meta-analysis of observational 
studies 


non-randomized tests of 
interventions 


randomized controlled trials 
research ethics 
studies of diagnostic accuracy 


systematic reviews and meta- 
analyses of randomized controlled 
trials 


Guidelines 


Vancouver guidelines 
(International Committee of 
Medical Journal Editors) 


COPE 
MOOSE 


TREND 


CONSORT 
Declaration of Helsinki 
STARD 


QUOROM 


Web address 


http://www.icmje.org/index.html 


http://www. publicationethics.org.uk 


http://www.consort-statement.org/ 
news.html#moose 


http://www.ajph.org/chi/content/full 
/94/3/361 


http://www.consort-statement.org 
http://www.wma.net/e/policy/b3.htm 


http://www.consort-statement.org/ 
stardstatement.htm 


http://www.consort-statement.org/ 
evidence.html#quorom 








First steps in practical epidemiology 183 


Research protocols are subject to intense scrutiny, and are the basis on which you 
are going to seek funding and ethics approval for your study. Some journals solicit 
protocols for peer review, in the same way as research papers. Practices vary, but if 
your protocol survives peer review and is published by the journal, the editors will 
often undertake to review the paper that contains the main results of the study. 


Doing the research 


Once you have written the protocol, it needs to be circulated for comments and 
revised as necessary. With major epidemiological studies there is often a long delay 
between preparing the protocol and starting the project, caused by the processing of 
a grant application. Students’ projects should be designed so that they can be done 
quickly, as the time available is often very limited. 

Students’ projects should not require major resources, and the supervisor should 
be responsible for acquiring any that are necessary. The supervisor should also be 
charged with submitting the project for ethical approval in good time. 

Group projects require a reasonable division of labour and it is often helpful if 
one member of the group communicates with the supervisor. You need to review 
your progress together regularly, and allow time to pretest questionnaires and do a 
pilot study of the sampling and data collection process. 

Your project should end with a verbal presentation to the whole class (preceded, 
if possible, by a rehearsal) followed by a written report, which could be circulated to 
interested people. The report could be used for teaching purposes or as a basis for 
further studies. 


Analysing the data 


There is a wide choice of software for statistics and epidemiology, ranging from 
spreadsheets which can do limited analyses, through software made for specific 
analyses, to “all-purpose” software which can do almost all the statistical analyses 
required for epidemiological research. A catalogue of epidemiological resources which 
are available free or at minimal cost has been produced by Epidemiology Monitor 
(http://www.epimonitor.net). Rothman’s Episheet program can be downloaded 
from http://77www.oup-usa.org/epi/rothman. Public domain programs, such as 
“OpenEpi” or the CDC’s ‘Epi Info’™ are also distributed free; commercial programs 
can cost as much as several thousand US dollars. 

In choosing software, you may wish to evaluate how the program handles data 
entry and missing variables, what the program’s capacity is for updating and merging 
data sets, the types of analysis that it can do, and the presence of any report-writing 
features or graphics and mapping options. 


Getting published 


You should think about where you are going to submit your work for publication 
throughout the planning stages. The best way to resolve disputes over authorship is 
to avoid them in the first place, which means deciding early who in your research 
group is going to be an author - and how much of the writing each of you will do. 
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Guidelines for journal submission often contain very useful information about 
design and reporting specifications, and many of these are impossible to correct in 
retrospect. You should consult the relevant consensus guidelines (see Table 11.3) 
for the type of study you are doing, and make sure that your protocol covers all the 
points. Your funding source may stipulate that you have to publish in an open access 
journal, and you will need to register an experimental study with an approved registry 
to fulfill minimum requirements for publication with major journals. 


Box 11.1. The Health InterNetwork Access to 
Research Initiative (HINARI) 


The Health InterNetwork Access to Research Initiative 
(HINARI) provides free or very low-cost online access 
to the major journals in biomedical and related social 
sciences to local, not-for-profit institutions in develop- 


ing countries. Established in January 2002, more than 
70 publishers offer their content to HINARI. Participat- 
ing institutions need computers connected to the Inter- 
net with a high-speed link. Details on how to apply for 
registration can be found on the WHO web site (http:// 
www.who.int/hinari/en). 





Further reading 


There is no shortage of reading material in epidemiology. 
Table 11.4 contains a list of relevant peer-reviewed jour- 
nals. Much epidemiological research is published in gen- 
eral medical journals, and some of these journals have a 
policy of making such research freely available on the web 
when it is relevant to developing countries. All the content 
of open access journals are free to readers and WHO runs 
a collaboration with major publishers to make all the con- 
tent of their journals free or low-priced to institutions in 
developing countries. This is called the HINARI initiative 
(Box I 1.1). 

Table 11.5 has recommendations for some advanced 
textbooks. Nongovernmental, intergovernmental and 





Table 11.4. Examples of peer-reviewed journals that publish epidemiological research 





American Journal of Epidemiology 
American Journal of Public Health 
Annals of Epidemiology 

Bulletin of the World Health Organization 
Cadernos de Saúde Publica 

Emerging Infectious Diseases 
Environmental Health Perspectives 
Environmental Research 

Epidemiologia e prevenzione 
Epidemiological Reviews 

Epidemiology 

European Journal of Epidemiology 
International Journal of Epidemiology 
Journal of Clinical Epidemiology 

Journal of Epidemiology and Community Health 
Public Library of Science Medicine 
Revista de Saude Publica 

Revista Panamerican de Salud Publica 
Revue d’épidémiologie et de santé publique 
The British Medical Journal 

The Lancet 

Weekly Epidemiological Record 


http://aje.oxfordjournals.org/ 
http://www.ajph.org/ 

http://www. annalsofepidemiology.org/ 
http://www.who.int/bulletin/en/ 
http://www.ensp.fiocruz.br/csp/ 
http://www.cdce.gov/ncidod/EID/ 


http://www.zadig.it/eprev/ 
http://epirev.oxfordjournals.org/ 
http://www.epidem.com/ 
http://www.springerlink.com/link.asp?id = 102883 


http://journals.elsevierhealth.com/periodicals/jce 
http://jech.bmjjournals.com/ 
http://medicine.plosjournals.org 
http://www.fsp.usp.br/rsp/ 
http://revista.paho.org/ 


http://bmj.bmjjournals.com/ 
http://www.thelancet.com/ 
http://www.who.int/wer/en/ 
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governmental agencies also publish vast quantities of useful epidemiological infor- 
mation, and these sources should be systematically consulted for background reading 
on a particular topic. 


Table 11.5. Suggestions for further reading in epidemiology 





Baker D, Kjellstrom T, Calderon R, Pastides H, eds. Environmental epidemiology. Document WHO/SDE/OEH/99.7, 
Geneva, World Health Organization, 1999. (order from: SMI Books, Stevenage, United Kingdom, webmaster @ 
earthprint.com) 


Bradford Hill A. Principles of Medical Statistics, 12th ed. Lubrecht & Cramer Ltd, 1991 


Checkoway H, Pearce N, Crawford-Brown D. Research methods in occupational epidemiology. New York, Oxford 
University Press, 1989. 


Coggon D, Rose G, Barker DJP. Epidemiology for the uninitiated. London, BMJ Publishing Group, 1997. http:// 
bmj.bmjjournals.com/collections/epidem/epid.shtml 


Detels R, McKewen J, Beaglehole R, Tanaka H. Oxford Textbook of Public Health. 4th edition. New York, Oxford University 
Press, 2002. (ISBN: 0 192 630 415) 


Friss RH, Sellers TA. Epidemiology for public health practice. Maryland, Aspen, 1996. 

Gordis, Leon. Epidemiology, 2nd ed. Philadelphia, Saunders, 2000. 

Halperin W, Baker EL Jr., Monson RR. Public health surveillance. New York,Van Nostrand Reinhold, 1992. 
Kahn HA. Statistical methods in epidemiology. New York, Oxford University Press, 1989. 

Kleinbaum DG, Barker N, Sullivan KM. ActivEpi Companion Textbook, Springer, 2005. (ISBN: 0 387 955 747) 
Lilienfeld DE, Stolley PD. Foundations of epidemiology, 3rd ed. New York, Oxford University Press, 1994. 


MacMahon B, Trichopolous D. Epidemiology: Principles & Methods, 2nd ed. Boston, Little, Brown, 1996. 
(ISBN 0 316 542 229) 


MacMahon B. Epidemiology: principles and methods. 2nd ed. Hagerstown, Lippincott-Raven, 1997. 
Mausner JS, Kramer S. Mausner & Bahn Epidemiology: an introductory text. Philadelphia,W.B. Saunders, 1985. 
Meinert, CL. Clinical trials: design, conduct, and analysis. New York, Oxford University Press, 1986. 


Morton RF, Hebel JR, McCarter RJ. A study guide to epidemiology and biostatistics. Jones and Bartlett Publishers; 2004. 
(ISBN: 0 763 728 756) 


Norell SE A short course in epidemiology. New York, Raven Press, 1992. (ISBN 0-881678422) 


Pearce N. A short introduction to epidemiology. Occasional Report Series 2. Wellington, Centre for Public Health 
Research. (ISBN: 0 473 095 602) 


Petitti, Diana B. Meta-analysis, decision analysis, & cost-effectiveness analysis: methods for quantitative synthesis, 
2nd ed. Oxford University Press, 2000. (ISBN: 0 195 133 641) 


Rothman KJ, Greenland S. Modern Epidemiology Lippincott Williams & Wilkins; 1998 (ISBN: 0 316 757 802) 
Rothman KJ. Epidemiology: An Introduction. New York, Oxford University Press, 2002. (ISBN: 0 195 135 547) 


Sackett DL, Haynes RB, Tugwell P. Clinical epidemiology: a basic science for clinical medicine. New York, Little, Brown, 
1985. 


Szklo M, Nieto FJ. Epidemiology: beyond the basics. Gaithersburg, Aspen, 2000. (ISBN: 0 834 206 188) 


Wassertheil-Smoller S. Biostatistics and Epidemiology: A Primer for Health and Biomedical Professionals Springer, 2004. 
(ISBN: 0 387 402 926) 





Further training 


There are many courses that provide postgraduate training in epidemiology (see 
Table | 1.6 for useful links). Short summer courses, such as the 3-week “Epidemiology 
in Action” course offered by the Public Health Agency of Canada, are common in 
North America. The European Programme for Intervention Epidemiology Training 
(EPIET) is a good source of similar courses in Europe, and the Network of Training 
Programs in Epidemiology and Public Health Interventions (TEPHINET) provides 
courses in 32 countries. Graduate courses in epidemiology, usually forming part 
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of a master’s programme in public health, are offered by universities worldwide. 
The Epidemiology Supercourse is a free public library of epidemiology lectures - with 
contributions from 151 countries and translations in eight languages. 


Table 11.6. Useful links to epidemiological software and courses 





Annual Summer Programme in Epidemiology and Biostatistics, http://www.mcgill.ca/epi-biostat/ 


McGill University 


Annual Summer Session for Public Health Studies, Harvard 
University 


Annual Summer Session in Epidemiology, The University of 
Michigan 


Canadian Field Epidemiology Program 
Chinese Education and Reseach Network 
Course material for Epiinfo 

Critical Appraisal Skills Programme 

Free Epidata software 

Free public health software 

Interactive Statistical Pages Project 
Karolinska Institutet 

Open source software 

Public domain Epiinfo software 


Summer Program in Intermediate Epidemiology and 
Biostatistics, PAHO 


Textbook and CD demo 
The Epidemiology Supercourse 


The Erasmus Summer Programme, Erasmus University 
Rotterdam 


The European Programme for Intervention Epidemiology 
Training 

The Johns Hopkins Graduate Summer Program in 
Epidemiology 

The Network of Training Programs in Epidemiology and 
Public Health Interventions 


Umea International School of Public Health 


University of Alabama Masters in Public Health — Biostatistics 
Course 


http://www.hsph.harvard.edu/summer/brochure/ 
http://www.sph.umich.edu/epid/GSS/ 


http:/Awww.phac-aspc.gc.ca/cfep-pcet/summer_c_e.html 
http://www.cernet.edu.cn/ 
http://www.epiinformatics.com/Resources.htm 
http://www.phru.nhs.uk/casp/casp.htm 
http://www.epidata.dk 
http://www.brixtonhealth.com/ 
http://statpages.org/ 

http://www. bioepi.org/ 
http://(www.openepi.com/Menu/OpenEpiMenu.htm 
http://www.cdc.gov/Epiinfo/ 
http://www.paho.org/english/sha/shaforrec.htm 


http://www.activepi.com/ 
http://www. pitt.edu/~super1 
http:/Awww.erasmussummerprogramme.nl/ 


http://www.epiet.org/ 
http://www.jhsph.edu/summerEpi 
http://tephinet.org/ 


http://www.umu.se/phmed/epidemi/utbildning/index.html 
http://statcourse.dopm.uab.edu/ 





Study questions 


11.1 The following is based on the preliminary report of a study designed to assess 
the value of aspirin in the prevention of coronary heart disease. (The physi- 
cians’ health study: aspirin for the primary prevention of myocardial infarc- 
tion. NV Engl J Med 1988 Apr 7;318:924-6.). 

The Physicians’ Health Study is a randomized double-blind, placebo- 
controlled trial testing whether 325mg of aspirin taken every other day 
reduces mortality from cardiovascular disease. The potentially eligible partic- 
ipants in the study were all male physicians 40 to 84 years of age residing in 
the United States at the beginning of the study in 1982. Letters of invitation, 
informed-consent forms, and baseline questionnaires were mailed to 261248 
such physicians identified from information on a computer tape obtained 
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from the American Medical Association. By 31 December 1983, 112528 had 
responded, of whom 59285 were willing to participate in the trial. A large 
number were excluded during the enrolment phase because of poor compli- 
ance (judged by pill counts); physicians with a history of gastric bleeding and 
intolerance to aspirin were also excluded. | 1037 physicians were assigned at 
random to receive active aspirin and | 1034 to receive aspirin placebo. 

This study found that aspirin had a strong protective effect against non- 
fatal myocardial infarction. Would you be happy to prescribe aspirin for the 
prevention of coronary heart disease? 

11.2 The following extract is taken from a paper on asthma mortality in New 
Zealand, published in the Lancet (Wilson JD, Sutherland DC, Thomas AC. 
Has the change to beta-agonists combined with oral theophylline increased 
cases of fatal asthma? Lancet 1981;1:1235-37.) 


Abstract 


An apparent increase in young people dying suddenly from acute asthma has been 
noted in the past 2 years in Auckland. 22 fatal cases were reviewed. Prescribing habits 
for asthma therapy have been changing in New Zealand, with a considerable increase 
in the use of oral theophylline drugs, particularly sustained-release preparations, 
which in many patients have replaced inhaled steroids and cromoglycate. It is sug- 
gested that there may be an additive toxicity between theophylline and inhaled 
B,-agonists at high doses which produces cardiac arrest. 


Methods 


Details of deaths from asthma were obtained from the coroner's pathologist, the 
Auckland Asthma Society, general practitioners, and from the intensive and critical 
care wards of Auckland Hospital. The doctors and relatives of the patients were con- 
tacted and descriptions of mode of death and the pattern of drug administration were 
obtained. Statistical information on fatal asthma cases in New Zealand in the years 
1974-78 was obtained from the New Zealand Department of Health. Necropsies had 
been performed on the 8 patients referred to the coroner. 

Taking into consideration the methods used, would you agree with the sugges- 
tion that a toxic drug interaction was leading to an increased risk of death? 
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1.1 The fact that there were over 40 times more cholera cases in one district than 
in the other does not reflect the risk of catching cholera in the two districts. 
It is not appropriate to compare the number of deaths in the two groups since 
the population supplied by the Southwark Company was over eight times 
larger than the population supplied by the Lambeth Company. Death rates 
(number of deaths divided by the population supplied) must be compared. 
In fact the death rate in the population supplied by the Southwark Company 
was over five times greater than that in the Lambeth district. 

1.2 The best evidence would come from intervention studies. The 1854 epidemic 
was controlled in a most dramatic manner when the handle of a water pump 
was removed. The epidemic died away rapidly, although the evidence sug- 
gests (and Snow knew) that the epidemic was already waning before this act. 
More convincing was the reduction in cholera rates in the population supplied 
by the Lambeth Company in the period 1849-54 (before the epidemic) after 
the Company had begun extracting water from a less contaminated part of 
the River Thames. 

1.3 Doctors make a good study group because they comprise a well-defined oc- 
cupational group with similar socioeconomic status, and are relatively easy 
to follow up. They are also likely to be interested in health matters and co- 
operative in this type of study. 

1.4. It can be concluded that lung cancer death rates increase dramatically with 
the number of cigarettes smoked. From the data alone it is not possible to 
conclude that smoking causes lung cancer; some other factor associated with 
smoking might be causing the disease. However, in 1964, on the basis of this 
study and many others, the United States Surgeon General concluded that 
lung cancer was caused by cigarette smoking. 

1.5 The distribution of the population is the first factor to consider. The con- 
centration of cases in one area is interesting only if the population is spread 
throughout that area. Secondly, it needs to be known whether the search for 
cases has been as intensive in the areas without cases as in the area with 
cases. During the Minamata disease outbreak, an intensive search was made 
throughout the whole region and it was found that several large population 
centres had no cases. 

1.6 The reported occurrence of rheumatic fever has declined dramatically in 
Denmark since the early 1900s. It could be a real decline although it would 
be important to try to rule out the influence of changes in diagnostic fashion 
and reporting practices. Since effective medical treatment for rheumatic fever 
became available only in the 1940s, most of the decline has been due to 
socioeconomic improvements, e.g. in housing and nutrition. It is also pos- 
sible that the responsible organism has become less virulent. 

1.7 Men who do not smoke and are not exposed to asbestos dust have the lowest 
lung cancer rates, followed in increasing order by men exposed to asbestos 
dust alone, men who smoke but are not exposed to asbestos dust, and finally 
men who both smoke and are exposed to asbestos dust. This is an example 
of interaction in which two factors work together to produce a very high rate 
of disease. From a public health perspective it is important to ensure that 
people exposed to asbestos dust do not smoke, and, of course, to reduce 
exposure to the dust. 
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Chapter 2 


2.1 


2.2 


2.3 


2.4 


2.5 


2.6 


2.7 


2.8 


The three measures are prevalence, incidence and cumulative incidence. 
Prevalence is the proportion of the population affected by a disease or con- 
dition at a given point in time and is approximately equal to the incidence 
multiplied by the duration of disease. Incidence measures the rate at which 
new events occur in a population; it can take into account variable time 
periods during which individuals are disease-free. Cumulative incidence mea- 
sures the denominator (i.e. the population at risk) at only one point in time 
(usually at the beginning of a study) and thus measures the risk of individuals 
contracting a disease during a specified period. 

Prevalence is a useful measure of the frequency of non-insulin-dependent 
diabetes because diabetes has a relatively low incidence and because a 
very large population and a long study period would be required in order to 
find sufficient new cases to measure incidence. The variation shown in 
Table 2.3 could reflect differences in measurement. The adequacy of the 
methods used in the various surveys would need to be assessed; survey re- 
sponse rates and laboratory methods would have to be looked at, among 
other things. It should be noted, however, that standard criteria are being 
applied on the basis of blood glucose levels after a standard glucose load. It 
is likely that much of the variation in diabetes prevalence is real and due, at 
least in part, to variations in diet, exercise and other elements of lifestyle. 
The population attributable risk or attributable fraction (population) is cal- 
culated as: 


30.2-17.7 
30.2 


= 0.414 


corresponding to 41.4%. 

Risk difference and risk ratio. 

Although the relative risk is only about 1.5, the population attributable risk 
is about 20% (i.e. about 20% of the cases of lung cancer in a typical popu- 
lation of a developed country can be attributed to passive smoking). This is 
because up to half the population is exposed to passive smoking. 

Age standardization ensures that differences in death rates are not due simply 
to differences in age distribution in the populations. Standardizing crude rates 
takes the age distribution out of the picture and therefore allows a comparison 
of populations with different age structures by using a population with a 
standard age distribution 

Either rate can be used and even the number of cancer deaths. It all depends 
on how the information will be interpreted. The number of cases tells you 
which part of the country would have the largest number of cancer cases 
needing treatment. The crude rate tells you where the number of case per 
capita is the highest, but a high crude rate may just indicate that there are 
many elderly people in that area. However, the age standardized rates tells 
us where the risk of cancer is highest, which would be the first step in de- 
signing epidemiological studies to identify preventable risk factors. 

They reflect the fact that the average life expectancy in Cote d'Ivoire is low 
and there are not many people in the older age groups (and cancer risk in- 
creases with age). 
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2.9 Without having the age standardized rates for both countries, comparisons 

are not possible. The higher crude rates in Japan could have occurred because 
it has the highest life expectancy in the world and many more older people 
than in Cote d'lvoire - ie they have populations with radically different age 
distributions. 
In fact, Japan has a an age standardized cancer rate of 119.2 per 100,000 
compared with Cote d'Ivoire (which has a rate of 160.2 per 100,000 - see 
above). With age standardization, Cote d’lvoire’s rate increases and Japanese 
rates decrease. 
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Chapter 3 


3:1 


3.2 


3.3 


3.4 


3.5 


The main epidemiological study designs are the cross-sectional survey, the 
case-control study, the cohort study and the randomized controlled trial. 
Their relative strengths and weaknesses are summarized in the text and in 
Tables 3.3 and 3.4. 

The case-control study would start with cases of bowel cancer, preferably 
newly diagnosed ones, and a group of controls (without the disease) from 
the same source population (to avoid selection bias). The cases and controls 
would be asked about their usual diet in the past. Measurement bias could 
be a problem. It is difficult to remember past diet with great accuracy, and 
the development of the disease might influence recall. The analysis would 
compare the content of the diet in the cases and controls, controlling for 
possible confounding variables. 

In a cohort study, detailed data on diet are collected in a large group of people 
free of bowel disease; the cohort is followed up for several years and all new 
cases of bowel cancer are identified. The risk of disease is then related to the 
fat content of the diet at the beginning and during the study. This study 
design presents many logistic problems but systematic bias is less of a 
problem. 

Random error is the variation of an observed value from the true population 
value due to chance alone. It can be reduced by increasing the size of the 
study sample and improving the reliability of the measurement method. 
Systematic error occurs when there is a tendency to produce results that differ 
systematically from the true values. The main sources of systematic error are 
selection bias and measurement bias. 

Selection bias occurs when the people who take part in a study are system- 
atically different from those who do not. The possibility of selection bias can 
be reduced by a clear and explicit definition of the criteria for entry into the 
study, a knowledge of the natural history and management of the disease, 
and a high response rate. 

Measurement bias occurs when there is a systematic error in measurement 
or classification of the participants in a study. It can be reduced by good study 
design, involving, for example, standard criteria for the disease, detailed at- 
tention to the quality control of measurement methods, and the collection 
of data without knowledge of the disease status of the participant. 

Relative risk (RR) is used in prospective studies (e.g. cohort) while Odds 
Ratio (OR) is calculated in a case-control (retrospective) study. In a case- 
control study, there are those who have the disease and those who do not 
(including those who are exposed and those who are not). The ratio of the 
probability of occurrence of an event to that of non occurrence is the odds 
of that event, and by computing the ratio of the odds of the event in exposed 
versus non exposed (the odds ratio, which is the ratio of two odds), it is 
estimated how much more likely is the event in exposed compared with non 
exposed. This odds ratio is indeed an approximation to the relative risk, and 
is particularly useful if the event is rare. Further details on how the odds ratio 
approximates and differs from the relative risk are beyond a course in basic 
epidemiology. 





3.6 


3.7 


Answers to study questions 


A relative risk is almost never calculated in case-control studies. In calculating 
a RR, one is comparing the incidence of those exposed and incidence of those 
not exposed (probability of occurrence of a disease in the exposed and in the 
non-exposed). 

See answer to question 3.5. In the case of a rare disease (for example, most 
cancers), RR and OR are very similar. This is because the odds ratio formula 
is: (sick exposed x non-sick not exposed) / (sick not exposed x non-sick 
exposed). 

Maternal age is a confounder: it is correlated with birth order and is a risk 
factor even if birth order is low. In another sample where all mothers are 
below 30 years, no association with birth order would be found. 


Birth Order —»Down’s Syndrome 


ee od 


Maternal age 


One way to avoid confounding would be to stratify by maternal age. 
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Chapter 4 


4.1 


4.2 


4.3 


4.4 


4.5 


4.6 


47 


The sum of the n = 10 observations is 679. | kg; the mean is 67.91; the median 
is 67.3—note that there are two observations with values of 67.3 that are in 
the middle of the group after they have been put into order; the variance 
is 104.03 kg; the standard deviation is 10.20 kg; and the standard error is 
3.23 kg. 

The median is often used to report personal income for a group since it is 
much less affected by a few very high income levels, which can sometimes 
make the average income for the group much higher than the levels for most 
of the members. 

There are two major differences among these models. First, while the inde- 
pendent variables can be the same for all three, the dependent variables are 
quite different, with the dependent variable for linear regression being a con- 
tinuous variable, for logistic regression being a representation for a dichoto- 
mous variable such as the presence or absence of some characteristic, and 
for survival models being the measure of a time interval from some specified 
point until a pre-specified event occurs. Coefficients for linear regression rep- 
resent either differences between means or slopes, for logistic regression 
represent odds ratios and for survival models represent hazard rate ratios. 
The narrower the better. This is true since the confidence interval concept is 
such that, for example, the sample mean, which is an estimate of the mean 
for the population from which the sample was taken, is in the middle of the 
confidence interval. Further, one would expect 95% of such intervals to con- 
tain the true value of the population mean and the shorter the interval the 
closer the sample mean is likely to be to the population mean. 

In general, tables presenting data or results should “stand alone” in a 
manuscript or report. This means that the reader should be able to interpret 
the data presented without reference to the text or to other documents. The 
table title is essential for this purpose. Data tables typically are made up of a 
set of cells and the table title should state “what, how classified, where and 
when” in reference to the information in the cells. An example is “Number 
and percent of participants, classified by age, race and gender, CARDIA Study, 
2006. 

For this situation, bj = mean males = MEAN females = 5-0 kg, adjusted for the other 
independent variables in the model. 

For this situation, b, = 0.5 represents the slope for the relationship between 
age and body weight. It is interpreted as the increment in body weight per 
one year increment in age, which, in this case, means that body weight in- 
creases 0.5 kg per year of increase in age. 
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Chapter 5 


5.1 The process of determining whether an observed association is likely to be 
causal. 

5.2 This means that some causal factors lead to exposures to other factors that 
are the direct cause of the disease. For instance, low income is associated 
with a low intake of fruit and vegetables in the United Kingdom (Figure 5.9). 
Low intake of fruit and vegetables is in turn associated with a higher diastolic 
blood pressure. Income determines diet, which determines a health outcome; 
a hierarchy of causes. 

5.3 Attributable fractions are as follows: Smoking among asbestos workers 
(602-58)/602 = 0.904, or 90%; smoking among non-asbestos workers 
(123-1 1)/123 =0.910 or 91%; asbestos exposure among smokers = (602-123)/ 
602 = 0.796, or 80%; asbestos exposure among non-smokers = (58-11)/56 
= 0.810 or 81%. These fractions add up to more than 100% because they are 
each dependant on the other. Thus, eliminating smoking among asbestos 
workers reduces lung cancer rate by 90%, and then eliminating asbestos ex- 
posure reduces the remaining risk by 80%. The total reduction of risk is 
therefore 90% plus 80% x 0.1, which, when added up, gives a 98% reduction. 
When deciding on prevention programs, a judgement needs to be made of 
how large a proportion of each hazard exposure can be eliminated. Techno- 
logical change can eliminate all asbestos exposure, while smoking cessation 
programs may only eliminate a fraction of the tobacco exposure. In order to 
calculate population attributable risks it is necessary also to know what pro- 
portion of the population is smoking and what proportion is exposed to 
asbestos at work. 

5.4 The criteria include: the temporal nature of the relation, plausibility, consis- 
tency, the strength of the association, the dose-response relationship, re- 
versibility, and the study design. Of these criteria, only temporality is 
essential; ultimately, judgment is required. 

5.5 On the basis of this evidence alone one could not be certain that the asso- 
ciation was causal; a policy of withdrawing the drug could not, therefore, be 
recommended. The effects of bias (measurement, selection) and confound- 
ing in the study and the role of chance would need to be assessed. If bias 
and chance are unlikely to be the explanation, then the causal criteria can be 
applied. In fact, when all the evidence was considered in such a study in New 
Zealand, the investigators concluded that the association was likely to be 
causal.” 

5.6 A temporal relationship is most important. Did the patients consume the oil 
before or after they fell ill? Prior evidence of the potential toxic effects of this 
chemical is also crucial. If there is no information on the chemical in the oil 
that is associated with the disease, it is impossible to assess plausibility or 
consistency. Therefore strength and dose-response relationship based on in- 
formation on oil consumption could be the next matters for study. As it is 
urgent priority to find the likely cause, the most suitable approach would be 
to conduct a case-control study, together with chemical analysis of the oil 
and of biological monitoring samples. It would be prudent to intervene as 
soon as a temporal relationship has been clearly established and the strength 
of association appears great, particularly if there is no other likely cause. 
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5.7 


5.8 


5.9 


It is acceptable for acute effects that occur within hours or days of the ex- 
posure. It is using the exposed group as its own control. On hot days the 
population is exposed and on cooler days the same population serves as a 
control. If daily data are used, it is considered that the population size or 
character does not change during the study period and confounding should 
be limited. 

Meta-analysis combines data from more than one study in order to achieve 
more stable and precise conclusions concerning causal associations. To use 
this method each study needs to have used the same exposure and health 
outcome variables and the basic population characteristics (age, sex, etc.) 
should also be the same in each study. 

The risk of ischaemic heart disease is about twice as high in the lower fruit 
and vegetable consumption quintile as in the upper quintile (Figure 5.8). The 
fruit and vegetable intake levels in Figure 5.9 for the highest and lowest quin- 
tiles are approximately 300 and 150 grams per day, respectively. Combining 
these estimates indicates that lower income groups may have four times 
higher ischaemic heart disease risk in relation to fruit and vegetable con- 
sumption than the higher income groups. Clearly, public health actions and 
policies need to find ways to make fruit and vegetable intake more common 
in low income households. Figure 5.9 indicates that at least in the United 
Kingdom food prices may be a key factor. Just like taxes are applied to un- 
healthy products, such as tobacco, it may be worth providing subsidies for 
fruit and vegetable production and distribution. School lunches can also be 
a target for improved diets in this respect. 
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Chapter 6 


6.1 The four levels of prevention are: primordial, primary, secondary and tertiary. 
A comprehensive programme for the prevention of stroke would include 
activities at each of these levels. 

Primordial prevention would involve stopping the rise of population levels of 
the major risk factors for common chronic diseases including stroke. 
Primary prevention includes both population prevention through public 
health legislation and environmental changes addressed at the whole popu- 
lation, as well as a “high risk” strategy targeting treatment at individuals at 
high overall risk of an acute stroke event. 

Secondary prevention programmes would involve the early treatment and 
rehabilitation. If people who have already had a heart attack or stroke are 
included in the high risk prevention strategy, in effect, this merges the high 
risk strategy with secondary prevention. 

Tertiary prevention involves rehabilitation of patients suffering from the long- 
term effects or sequelae of stroke. 

6.2 This cannot be answered in general terms. Each potential prevention pro- 
gramme needs to be assessed in context. Each programme must be balanced 
by an appropriate mix of population and high-risk activities based on a num- 
ber of factors including the levels of diabetes and obesity, the major risk 
factors, the affordability of clinical care, and issues of equity. The challenge 
is not to choose between one or the other approach, but to move investment 
towards populations approaches while improving the quality of the high-risk 
approaches that are in operation. 

6.3 Fora disease to be suitable for screening it must be serious, the natural history 
of the disease must be understood, there should be a long period between 
development of the first signs and appearance of overt disease, an effective 
treatment must be available and, usually, the prevalence of the disease must 
be high. 

6.4 All study designs have been used to evaluate screening programmes. Ran- 
domized controlled trials are ideal, but cross-sectional, cohort and case- 
control studies are also used. 
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Chapter 7 


7.1 


T2 
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74 


7.5 


The proportion of deaths due to infectious diseases has declined in Brazil 
since 1950 and chronic diseases have become more important. Demographic 
change, with an increased proportion of elderly people, is one explanation. 
It would be helpful to have age-specific mortality data for individual diseases 
to allow further examination of the trends. Two general explanations for a 
decrease in age-specific infectious disease mortality have been advanced. 
First, there has been a general reduction in host susceptibility through im- 
proved nutrition and sanitation. This is likely to be the most important factor, 
particularly in respect of the early improvement. Secondly, specific medical 
interventions may have played a part, particularly since the 1950s. 

A record of weekly (or daily) cases of measles found by clinics and health 
practitioners in the district should be kept. The “normal” background level 
(perhaps two cases or fewer per week) and a threshold level for an incipient 
epidemic (perhaps twice or three times the background level) should be es- 
tablished. When the threshold is exceeded, preventive action should be 
taken. 

The chain of infection for foodborne salmonella goes from faecal material 
(either from humans or animals, particularly chickens) to water or food which, 
when consumed, leads to infection. Alternatively, it goes from faecal material 
to hands and then to food (during food preparation), which again leads to 
infection. 

The revised International Health Regulations (2005) establishes a single code 
of procedures and practices for routine public health measures. 

The IHR (2005) does not include an enforcement mechanism for the coun- 
tries which fail to comply with its provisions. 

Countries will need to meet the human and financial requirements for 


e developing, strengthening and maintaining the necessary public health 
capacities, and mobilizing the resources necessary for that purpose; 
adopting the necessary legal and administrative provisions 
designating a national IHR Focal Point 

e assessment and notification of events occurring within their territory that 
may constitute a public health emergency of international concern, and; 

e implementing measures at certain international airports, ports and ground 
crossings, including routine inspection and control activities. 


The four levels of prevention are: primordial, primary, secondary and tertiary. 
A comprehensive programme for the prevention of tuberculosis would in- 
clude activities at each of these levels. 

Primordial prevention can involve preventing the entry of infectious cases 
into a healthy population. People from endemic areas can be required to 
provide evidence that they are not infected before entering non-endemic 
areas. In addition, the factors that increase the risk of tuberculosis, such as 
overcrowding, poverty and poor nutrition can be addressed. 

Primary prevention includes immunization and case-finding, to avoid spread 
of the disease. 
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Secondary prevention programmes involve the early and effective treatment 


of infected people. 
Tertiary prevention involves rehabilitation of patients suffering from the long- 


term effects or sequelae of tuberculosis and its treatment. 
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8.1 


8.2 


8.3 


8.4 


8.5 


8.6 


The term is strictly a contradiction in that epidemiology deals with popula- 
tions whereas clinical medicine deals with individual patients. However, it is 
appropriate because clinical epidemiology studies populations of patients. 
The limitation of this definition is that there are no biological grounds for 
using an arbitrary cut-off point as the basis for distinguishing normal from 
abnormal. For many diseases the risk increases with increasing levels of risk 
factors and much of the burden of disease falls on people in the normal range. 
The sensitivity of the new test=8/10x!00=80%; its  specificity= 
9000/10000x100=90%. The new test appears good; a decision on whether 
to use it in the general population requires information on its positive pre- 
dictive value, which in this case is 8/ 1008=0.008. This very low value is related 
to the low prevalence of the disease. For this reason, it would not be appro- 
priate to recommend general use of the test. 

The positive predictive value of a screening test is the proportion of the people 
with positive results who actually have the disease. The major determinant 
of the positive predictive value is the prevalence of the pre-clinical disease in 
the screened population. If the population is at low risk for the disease, most 
of the positive results will be false. Predictive value also depends on the 
sensitivity and specificity of the test. 

Some of the potential problems with this metaanalysis include the following: 


e Aspirin dose, duration of treatment, and lengths of follow up were unlikely 
to be uniform in the 6 selected studies. 

e Even with pooling six large trials, individual outcome events were infre- 
quent because of the low risk of the populations studied, thus reducing 
the power of the study to detect differences. 

e Only analysis of data from participants from all the available trials would 
have allowed an examination of aspirin benefit in particular subgroups 
who may have benefited. 

e Meta-analysis is retrospective research, subject to the methodological de- 
ficiencies of each included study. 


On the basis of this study, it could be concluded that low-dose aspirin is 
associated with a reduction on cardiovascular events in both men and women 
but also associated with a significant risk of major bleeding. Recommenda- 
tions would include the need to explain to an individual both the beneficial 
and harmful effects of aspirin before considering aspirin for the primary pre- 
vention of cardiovascular disease in low risk patients. This information should 
be conveyed in a clinically significant way - in terms of number-needed-to- 
treat (and number-needed-to-harm) or absolute risk reduction rather than 
relative risk reduction. 
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Chapter 9 


9.1 


9.2 


9.3 


9.4 


9.5 


9.6 


9.7 


9.8 


(a) Children, as they develop the effects at lower blood levels. 

(b) Changes in neurobehavioural function, as these develop at lower blood 
levels. 

(a) An increasing relative risk of lung cancer. 

(b) Because it is known that the total amount (dose) of asbestos particles 
(fibres) inhaled (concentrationxduration of exposure) is what determines 
the risk of asbestos-induced disease. 

The answer will depend on the toxic substance chosen. The types of bio- 
logical materials to consider are: blood, urine, hair, saliva, nail clippings, 
faeces, and possibly biopsy materials. 
You should start by collecting case histories, holding discussions with local 
medical services and making visits to suspected industries in order to develop 
the hypothesis for study. Then a case-control study of lung cancer within the 
city should be done. 
Information on deaths in previous years (without smog) and on the age- 
specific causes of death would be helpful. Evidence from animal experiments 
might serve to document the effects of the smog (in fact, the live animals on 
display at London’s Smithfield Meat Market also suffered). The close time 
association of the smog and its pollutants with an increase in deaths is strong 
evidence for a causal relationship. 

The healthy worker effect refers to the low background morbidity and mor- 

tality rates that are found in both exposed and unexposed groups in the 

workplace. The reason is that, in order to be active in an occupation, people 
need to be reasonably healthy. Ill and disabled people are selectively excluded 
from the study groups. If a control group is chosen from the general popu- 
lation, bias may be introduced because the group is inherently less healthy. 

Situations where: a. well defined geographic sub-area and census or other 

population data exist; b. the exposure of interest can be measured or modeled 

in the same geographic sub-areas; c. data on exposures and effects for each 
geographic sub-area can be assembled for appropriate time periods. 

Driving cars or motor cycles: seat belts, speed limits, alcohol limits, crash 

helmets. Housing and workplace design. Safety features of household prod- 

ucts, e.g. electrical products, child safety lids on jars and medicine containers. 

Life jackets in boats, etc. 
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Chapter 10 


10.1 Using the guiding principles of the Bangkok Charter towards the development 
of healthy public policy would include such actions as: 


e Advocate: advocacy is required to ensure governments fulfil all the obli- 
gations of the Framework Convention on Tobacco Control to prevent 
tobacco use in children. 

e Invest: the resources to address the underlying determinants of tobacco 
use in children e.g., deprivation, poverty and alienation. 

e Build capacity: ensure there is sufficient human capacity to deliver the 
programmes, and sufficient financial resources. 

e Regulate and legislate: children should be protected from the advertising 
and promotion of all tobacco products. 

e Build alliances: government and civil society should join forces to imple- 
ment the required actions. 


10.2 Various questions must be asked at different stages of the planning cycle: 


Assessing the burden 


e How common are falls in the elderly? 
e What epidemiological data are available? 
e What studies are required? 


Identifying the causes 


e How can falls be prevented? 
e Monitoring activities and measuring progress (e.g. indicators) 


Effective interventions 


e What treatment resources are available? 


Determining efficiency 


e How effective are the treatment services? 
e What rehabilitation services are available and are they effective? 
e How does the cost of these services compare with their effectiveness? 


Implementing interventions 
e Should new types of services be established and tested? 
Evaluation 


e Has the occurrence of falls changed since the new services were provided? 
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10.3 In developing a national policy, the following parameters need to be 
considered: 


e Burden: are noncommunicable diseases a priority issue in terms of mor- 
tality and morbidity? How reliable are the national data? What are the 
priority noncommunicable diseases? 

e Causation: is there local evidence on the causal importance of the com- 
mon risk factors? Is such evidence needed? 

e Effectiveness: is there local evidence on the effectiveness and cost effec- 
tiveness of standard noncommunicable disease interventions; both at 
population and individual levels? 

e Efficiency: is a noncommunicable disease policy the best use of existing 
resources? 

e Implementation: what are the implementation priorities for both popula- 
tions and individuals? 

e Monitoring and measuring progress: is there a monitoring and evaluation 
plan in place? What are the priorities for evaluation? 
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Chapter 11 


11.2 


This was a well-designed and well-conducted randomized controlled trial on 
the use of aspirin in the primary prevention of cardiovascular mortality. The 
study was conducted on male American physicians who, it turned out, were 
very healthy. Out of a total of 261 000 physicians, 22 000 took part. The 
healthy state of the physicians meant that the study had less statistical power 
than originally planned. Extrapolating the results to other populations is dif- 
ficult because of the exclusions that limited the study population to physi- 
cians likely to comply and not to have adverse side-effects. These design 
features increased the likelihood of a high success rate. Confirmation of the 
benefits of aspirin is required from other studies. It is always necessary to 
balance benefits against risks (gastrointestinal side-effects, increased risk of 
bleeding, etc.). 

Ecological evidence on asthma therapy is related to a suggested increase in 
asthma mortality. It would be difficult to agree with the conclusion. Infor- 
mation is presented only on people dying with asthma; no information is 
provided on asthmatics not dying. This study is a case series; there are no 
controls. Such a study, however, points to the desirability of further investi- 
gation. In this case a more formal examination of asthma mortality trends 
has identified a new epidemic of asthma deaths; a particular drug contributed 
substantially to the epidemic. 
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randomized controlled trials, 50 
sample size, 52-53 
selection bias, 53-54 
systematic error, 53 
validity and reliability 
issues, 57-58 


observational, 39 
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cross-sectional, 44 
descriptive, 40-41 
ecological, 41-43 
ecological fallacy or bias, 43 
summary of, 49 
potential errors, 51-55 
measurement bias, 54-55 
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and socioeconomic status in Islamic 
Republic of Iran, 85 
Infectious disease epidemics, 10 
Infective dose, 123 
Influenza pandemics, 122 
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age-standardized death rates from heart 
disease, 42 
cardiovascular disease in, 102 
death rates from respiratory infections, 
30 
life expectancy, 29 
mortality rates, in selected 
countries, 28 
relationship between serum cholesterol 
(histogram) and coronary heart 
deaths, 106 
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p-values, 71 
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Basic Epidemiology is a standard reference for education, training and research 
in public health. The second edition of this textbook shows why the basics of 
epidemiology are essential for anyone who is required to understand and apply 
the principles of disease causation and prevention. It covers the core methods of 
epidemiology, with a special emphasis on public health applications in developing 
countries. 


This book shows how to apply epidemiology to the prevention of disease and the 
promotion of health — to ensure that health resources are used to the best possible 
effect — and encourages good clinical practice by introducing the concepts of 
clinical epidemiology. It enables students to describe the common causes of 
death, disease, injury and disability in the community; outline appropriate 
epidemiological study designs, and critically evaluate the literature. 


Reviews of the first edition: 


““’., the best introduction to the subject that I have ever read... I recommend it without 
reservation to teachers of epidemiology and to students everywhere.” 
John Last, 
Editor, Dictionary of Epidemiology 
Emeritus Professor of Epidemiology and Community Medicine, 
University of Ottawa, Canada. 


“... Covering the scope of theoretical and applied epidemiology in a brief book is a 
daunting task, which this WHO manual manages commendably...” 
British Medical 
Journal 


“refreshingly different, with a new style and approach to teaching and learning 
epidemiology... strongly recommended.” 
Indian Journal of Medical 
Research 


“... An epidemiological textbook should be easy to read, contain sufficient information, 
encourage the reader to continue his or her study of epidemiology, and serve as a reference 
book. Basic Epidemiology meets all these requirements and more...” 
Journal of the Swedish Medical 
Association 
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